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PROVINCIAL  SECRETARY. 


Provincial  Secretary's  Office, 

30th  April,  1891. 

WH  ERE  AS  the  Lieutenant-Governor  in  Council  is 
’ ' empowered,  under  the  “ Public  School  Act,”  to 
create  School  Districts  in  addition  to  those  already 
existing,  and  to  define  the  boundaries  thereof,  and  from 
time  to  time  to  alter  the  boundaries  of  existing  Dis- 
tricts ; it  is  hereby  notified  that  His  Honour  has  been 
pleased  to  create  the  tract  of  land  included  within  the 
undermentioned  boundaries  a School  District,  under 
the  title  of  “ Northfield  School  District:” 

^ Commencing  at  the  north-west  corner  of  Sectioh  15, 
Range  VI.,  Mountain  District;  thence  east  along  the 
section  line  to  the  eastern  boundary  line  of  the  said 
District ; thence  along  the  said  eastern  boundary  line 
to  the  north-east  corner  of  Section  19,  Range  VIII.; 
thence  west  to  the  north-west  corner  of  Section  19, 
Range  VI. ; thence  south  along  the  range  line  to  the 
point  of  commencement. 

Also,  that  His  Honour  has  been  pleased  to  create 
the  following  tract  of  land  to  be  a School  District, 
under  the  title  of  the  “North  Oyster  School  District:” 

All  that  portion  of  the  Oyster  District  lying  to  the 
north  of  the  head  of  the  Oyster  Harbour,  and  including 
the  Oyster  Peninsula. 

Also,  that  His  Honour  has  been  pleased  to  create 
the  following  tract  of  land  to  be  a School  District, 
under  the  title  of  the  “ Southfield  School  District:” 

Commencing  at  the  north-west  corner  of  Section  12, 
Rangel.,  Cranberry  District;  thence  east  along  the 
section  line  to  the  south  east  corner  of  Section  13, 
Range  V.,  of  the  said  District;  thence  north  along  the 
range  line  to  the  mouth  of  Nanaitno  River ; thence 
along  the  coast  line  to  the  mouth  of  Chase  River  ; 
thence  west  along  the  northern  boundary  line  of  the 
Cranberry  District  to  the  north-west  corner  of  the 
said  District ; thence  due  south  to  the  point  of  com- 
mencement. 

Also,  that  His  Honour  has  been  pleased  to  create 
the  following  tract  of  land  to  be  a School  District, 
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under  the  title  of  the  “Salmon  Arm  School  District:” 
All  that  tract  of  land  contained  in  Township  20, 
Range  X.,  Kamloops  Division  of  the  Yale  District. 

Also,  that  His  Honour  has  been  pleased  to  create 
the  following  tract  of  land  to  be  a School  District,^ 
under  the  title  of  the  “Similkameen  School  District:” 
Commencing  at  the  south-east  corner  post  of  John 
Barber’s  pre-emption,  Osoyoos  Division  of  Yale  Dis- 
trict ; thence  west  to  the  Similkameen  River ; thence 
following  the  meanderings  of  the  said  river  to  the 
south-west  corner  post  of  J.  H.  Coulthard’s  pre- 
emption ; thence  due  north  to  the  north-west  corner 
post  of  Frank  Surprise’s  pre-emption,  known  as 
Shuttleworth  Ranch ; thence  east  to  the  adjacent 
mountain  ; thence  southerly  along  the  base  of  the 
mountain  to  the  point  of  commencement. 

By  Command. 

JNO.  ROBSON, 

ap30  Provincial  Secretary. 


LANDS  AND  WORKS. 


NOTICE  RESPECTING  THE  SALE  OF  CROWN 
LANDS. 


NOTICE  is  hereby  given  that  the  Order  in  Council, 
which  was  approved  by  His  Honour  the  Lieu- 
tenant-Governor on  30th  July,  1890,  providing  that 
the  alienation  of  Crown  lands  by  private  sale  be  dis- 
continued, notice  of  which  was  published  in  the 
British  Columbia  Gazette  and  dated  31st  July,  1890, 
has  been  rescinded,  and  that  thirty  (30)  days  after  the 
date  of  this  notice  vacant  unreserved  Crown  lands  will 
be  open  to  sale  under  the  provisions  of  the  ‘ ‘ Land  Act.  ” 
F.  G.  VERNON, 

Chief  Commissioner  of  Lands  & Works. 
Lands  and  Works  Department, 

Victoria , B.C.,  30th  April,  1891.  ap30 


Provincial  Secretary’s  Office, 


RESERVE— KOOTENAY  DISTRICT. 


30th  April,  1891. 

WHEREAS  the  Lieutenant-Governor  in  Council 
is  empowered  under  the  “ Public  School  Act  ” 
to  create  School  Districts  in  addition  to  those  already 
existing,  and  to  define  the  boundaries  thereof,  and 
from  time  to  time  to  alter  the  boundaries  of  existing 
Districts  ; it  is  hereby  notified  that  His  Honour  has 
been  pleased  to  direct  that  the  boundaries  of  North 
Cedar  School  District  be  altered  and  re-defined  as  fol- 
lows : — 

Commencing  at  the  north  west  corner  of  the  South 
Cedar  School  District ; thence  east  along  the  northern 
boundary  line  of  the  said  District  to  the  sea-shore ; 
thence  in  a northerly  direction  following  the  shore- 
line to  the  north-east  corner  of  Southfield  School  Dis- 
trict ; thence  south  along  the  section  line  to  the  north- 
east corner  of  Section  12,  Range  V.,  Cranberry  Dis- 
trict ; thence  west  to  the  western  boundary  line  of  the 
said  District ; thence  due  south  to  the  point  of  com- 
mencement. 

Also,  that  His  Honour  has  been  pleased  to  alter  and 
re-define  the  boundaries  of  Wellington  School  District, 
as  follows:  — 

Commencing  at  the  south-east  corner  of  the  Wel- 
lington District ; thence  following  the  shore  line  in  a 
northerly  and  a westerly  direction  to  the  north-west 
corner  of  the  said  District ; thence  south  along  the 
western  boundary  lines  of  Wellington  and  Mountain 
Districts  to  the  south-west  corner  of  the  said  Mountain 
District ; thence  east  to  the  south  east  corner  of  Sec- 
tion 1 , Range  I V. ; thence  north  along  the  range  line 
to  the  south-west  corner  of  Section  16,  Range  IV.; 
thence  east  to  the  south  east  corner  of  Section  16, 
Range  V.;  thence  north  along  the  range  line  to  the 
north  east  corner  of  Section  19,  Range  V.;  thence 
east  along  the  section  line  to  the  eastern  boundary  line 
of  the  Mountain  District ; thence  north  along  said 
boundary  line  to  the  point  of  commencement. 

By  Command. 

JNO.  ROBSON, 

ap30  Provincial  Secretary. 


TABLE 

Showing  the  Dates  and  Diaces  of  Courts  of  Assize, 
Nisi  Drius,  and  Oyer  and  Terminer,  for 
the  Year  I Si)  I. 


Spring  Assizes. 

[On  Vancouver  Island.] 

Victoria Monday 18t,h  May. 

Nanaimo Tuesday 2nd  June. 

[On  Mainland.] 

New  Westminster. . .Wednesday  . . .3rd  June. 

Kamloops Monday 1 st  J une. 

Clinton Monday 8tli  J une. 

Fall  Assizes. 

On  Mainland .] 

Richfield Monday 14th  September. 

Clinton Wednesday..  . 30th  September. 

Kamloops Monday 5th  October. 

Lytton Monday 12th  October. 

Now  Westminster. . .Wednesday 11th  November. 

[On  Vancouver  Island.] 

\ ictoria  Monday 23rd  November. 

Nanaimo Tuesday 1st  December. 


\T  OTICE  is  hereby  given  that,  in  pursuance  of  the 
provisions  of  section  3 of  the  “ Columbia  and 
Kootenay  Railway  Subsidy  Act,  1890,”  the  unoccupied 
and  unrecorded  Crown  lands  situated  within  the  fol- 
lowing described  blocks  of  land  have  been  reserved 
from  lease,  sale  or  settlement,  viz.: — 

Block  20. — Four  miles  by  two  miles,  situated  at  the 
head  of  Arrow  Lake,  on  the  east  side  of  the  Columbia 
River. 

Provided  that  this  reservation  shall  not  affect  any 
lands  which  are  included  in  any  grant,  lease,  agree- 
ment for  sale,  or  other  alienation  from  the  Crown,  or 
which  have  been  set  apart  for  any  special  purpose 
prior  to  the  date  of  this  notice. 

F.  G.  VERNON, 

Chief  Commissioner  of  Lands  <L  Works, 
Lands  and  Works  Department, 

Victoria,  B.  C. , 6th  April,  1891.  ap9 


COAL  PROSPECTING  LICENCE. 


NOTICE  is  hereby  given  that  a license  to  prospect 
for  coal  beneath  the  under  mentioned  block  of 
land  has  been  granted  to  George  DeWolf  and  Wm. 
Munro,  for  one  year  from  the  date  hereof,  viz. : — 
Commencing  at  a post  planted  on  the  west  bank  of 
Ten-Mile  Creek,  Kamloops  Division  of  Yale  District  ; 
thence  west  60  chains;  thence  north  160  chains;  thence 
east  60  chains,  more  or  less,  to  Ten-Mile  Creek ; 
thence  following  the  meanderings  of  the  said  creek  to 
the  place  of  commencement ; containing  960  acres, 
more  or  less. 

F.  G.  VERNON, 

Chief  Commissioner  of  Lands  & Works. 
Lands  and  Works  Department, 

Victoria,  B.  C.,  10th  April,  1891.  ap!6 


QUEEN  CHARLOTTE  DISTRICT. 


NOTICE  is  hereby  given  that  the  under-mentioned 
tracts  of  land,  situate  on  Queen  Charlotte,  have 
been  surveyed,  and  that  plans  of  the  same  can  be  seen 
at  this  Department: — 


S.  I of  Section  32  and  S.  i and  N.  W.  \ of  Section 
33,  Township  5. 

N.  ^ and  S.  W.  J of  Section  4,  S.  ^ of  Section  9, 
N.E.  I of  Section  19,  and  N.  J of  Section  20, 
Township  6. 

N.  E.  I of  Section  6,  Township  7. 

>>  >>  2,  ,,  8. 

N.  i of  ,,  24,  „ 10. 

W.  S.  GORE, 

Surveyor-General. 
Lands  and  Works  Department, 

Victoria,  B.C.,  April  23rd,  1891.  ap23 


NANAIMO  DISTRICT. 


\j  OTICE  is  hereby  given  that  the  land  applied  for 
-I  ' by  John  T.  Williams,  on  Jedidiah  Island,  under 
application  to  purchase  dated  1st  September,  1890,  has 
been  surveyed  as  Section  43,  Nanaimo  District.  A 
plan  of  the  same  can  he  seen  at  the  Lands  and  Works 
Department,  Victoria,  and  at  the  ollice  of  Marshal 
Bray,  Esq.,  Assistant  Commissioner,  Nanaimo. 

W.  S.  GORE, 

Surveyor- General. 

Lands  and  Works  Department, 

Victoria,  B.C.,  19th  March,  1891.  mh26 
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SAY  WARD  DISTRICT. 


NI'AV  VVKNTMINSTKR  DISTRICT. 


NOTICE  is  hereby  given  that  the  under  mentioned 
tracts  of  land,  situate  in  Sayward  District, 
have  been  surveyed,  and  that  plans  of  tile  same  can 
be  seen  at  this  Department  : 

Lot  128. — N.  I*.  Snowden,  Pre-emption  Record  No. 

170,  dated  4th  December,  1888. 

Lot  184. — Robert  Hall,  application  to  purchase 
dated  14th  July,  1890. 

Persons  having  adverse  claims  to  Lot  128  must  file 
a statement  of  the  same  within  00  days  from  the  date 
of  this  notice. 

VV.  S.  GORE, 

Surveyor -General. 

Lands  and  Works  Department, 

Victoria,  B.  C.,  26th  March,  1891.  mh26 


WEST  KOOTENAY  DISTRICT. 

~VT OTICE  is  hereby  given  that  the  under  mentioned 
tracts  of  land,  situate  in  West  Kootenay  Dis- 
trict, have  been  surveyed,  and  that  plans  of  the  same 
can  be  seen  at  the  Lands  and  Works  Department, 
Victoria,  and  at  the  office  of  George  C.  Tunstall,  Esq., 
Assistant  Commissioner,  Revelstoke  : — 

Lot  181,  Group  1. — Albert  McCleary,  Pre-emption 
Record  No.  4,  dated  1st  May,  1888. 

Lot  204,  Group  1. — Harold  Selous,  application  to 
purchase  dated  17th  March,  1890. 

Lots  20.5,  205a,  205b,  206,  206a,  Group  1. — Joshua 
Davies,  application  to  purchase  dated  September 
1st,  1890. 

Lot  207,  Group  1. — Joshua  Davies  and  W.  P.  Say- 
ward,  application  to  purchase  by  Gazette  notice 
dated  June  30tli,  1890. 

Lot  208,  Group  1. — George  T.  Kane,  Pre-emption 
Record  No.  25,  dated  July  16th,  1890. 

Lot  209,  Group  L- — George  T.  Kane,  application  to 
purchase  dated  30th  June,  1890. 

Persons  having  adverse  claims  to  Lot  181  or  Lot 
208,  Group  1 , must  file  a statement  of  the  same  with 
the  Commissioner  within  6C  days  from  the  date  of 
this  notice. 

W.  S.  GORE, 

Surveyor- General. 

Lands  and  Works  Department, 

Victoria,  BiC.,  12th  March,  1891.  mhl2 


OSOYOOS  DIVISION  OF  YALE  DISTRICT. 


NOTICE  is  hereby  given  that  the  under  mentioned 
tracts  of  land,  situate  in  New  Westminster  Dis- 
trict, have  been  surveyed,  and  that  plans  of  the  same 
can  bo  seen  at  the  Lands  and  Works  Department, 
Victoria,  and  at  the  office  of  Charles  Warwick,  Esq., 
Assistant  Commissioner,  New  Westminster  : — 

Lot  922,  Group  I. — H.  K.  Jones,  application  to  pur- 
chase dated  lfith  July,  1890. 

Lot  923,  Group  1. — Mark  Kay,  application  to  pur- 
chase dated  7th  August,  1890. 

Lot  946,  Group  1.--A.  Parker,  Pre  emption  Record 
No.  777,  dated  2nd  May,  1890. 

Lot  947,  Group  1. — L.  R.  Johnson,  Pre-emption 
Record  No.  936,  dated  2nd  May,  1890. 

Lot  948,  Group  1. — A.  F.  Griffiths,  application  to 
purchase  dated  5th  May,  1890. 

Lot  949,  Group  1. — F.  Broad,  application  to  pur- 
chase dated  5th  May,  1890. 

Lot  950,  Group  1. — G.  F.  Burpee,  application  to 
purchase  dated  9th  December,  1890. 

Lot  951,  Group  L- — E.  Odium,  Pre-emption  Record 
No.  893,  dated  30th  September,  1890. 

Persons  having  adverse  claims  to  Lots  946,  947  or 
951,  Group  1,  must  file  a statement  of  the  same  with 
the  Commissioner  within  60  days  from  the  date  of  this 
notice. 

W.  S.  GORE, 

Surveyor- General. 

Lands  and  Works  Department, 

Victoria,  B.C.,  26th  March,  1891.  mh26 

CARIBOO  DISTRICT. 


JVT OTICE  is  hereby  given  that  the  land  recorded  by 
1 \ Joseph  Mason,  under  Pre-emption  Record  No. 
28,  dated  21st  August,  1878,  has  been  surveyed,  and  is 
known  as  Lot  131,  Group  1,  Cariboo  District.  A plan 
of  the  same  can  be  seen  at  the  Lands  and  Works 
Department,  Victoria,  and  at  the  office  of  John 
Bowron,  Esq.,  Government  Agent,  Richfield.  Persons 
having  adverse  claims  must  file  a statement  of  the 
same  with  the  Commissioner  within  60  days  from  the 
date  of  this  notice. 

W.  S.  GORE, 

S urveyor- General. 

Lands  and  Works  Department, 

Victoria,  B.G.,  March  19th,  1891.  tnhl9 


NOTICE  is  hereby  given  that  the  undermentioned 
tracts  of  land,  situate  in  Osoyoos  Division  of 
Yale  District,  have  been  surveyed,  and  that  plans  of 
the  same  can  be  seen  at  the  Lands  and  Works  Depart- 
ment, Victoria,  and  at  the  office  of  W.  Dewdney,  Esq., 
Assistant  Commissioner,  Vernon. 

W.  £ of  Section  15,  S.E.  of  Section  21,  S.W.  J of 
Section  22,  Township  23 — E.  J.  Watson  and  F.  J. 
Watson,  Pre-emption  Record  No.  942,  dated  21st 
October,  1890. 

Persons  having  adverse  claims  must  file  a statement 
of  tlie  same  with  the  Commissioner  within  60  days 
from  the  date  of  this  notice. 

W.  S.  GORE, 

Surveyor-General. 

Lands  and  Works  Department, 

Victoria,  B.G.,  2nd  April,  1891.  ap2 

RUPERT  DISTRICT. 


NOTICE  is  hereby  given  that  the  land  applied  for 
by  Rev.  A.  J.  Hall,  at  the  outlet  of  Nimpkish 
Lake,  under  application  to  purchase  dated  17th  July, 
1890,  has  been  surveyed  as  Section  20,  Rupert  Dis- 
trict. A plan  of  the  same  can  be  seen  at  this  Depart- 
ment. 

W.  S.  GORE, 

Survey  or -General. 

Lands  and  Works  Department, 

Victoria,  B.C.,  19th  March,  1891.  mh26 


RESERVE— NEW  WESTMINSTER  DISTRICT. 

NOTICE  is  hereby  given  that  Lot  576,  Group  1, 
has  been  reserved  and  set  apart  for  the  use  of 
the  Municipality  of  Vancouver  for  cemetery  purposes. 

F.  G.  VERNON, 

Chief  Commissioner  of  Lands  <k  Works. 
Lands  and  Works  Department, 

Victoria,  B.  C. , 6th  April,  1891.  ap9 


PUBLIC  HIGHWAY— NEW  WESTMINSTER 
DISTRICT. 

NOTICE  is  hereby  given  that  a public  highway,  66 
feet  in  width,  is  hereby  established,  viz. : — 
Commencing  at  a point  on  the  west  boundary  of  Lot 
366,  Group  1,  which  is  also  the  centre  line  of  the 
present  road  allowance  between  Lots  41  and  107 ; 
thence  following  the  line  surveyed  and  marked  upon 
the  ground  through  Lot  366  to  tlie  east  boundary  of 
said  Lot,  and  having  a width  of  33  feet  on  each  side 
thereof. 

F.  G.  VERNON, 

Chief  Commissioner  of  Lands  <Ss  Works. 
Lands  and  Works  Department, 

Victoria,  B.  C.,  April  16th,  1891.  apl6 


RESERVE— CARIBOO  DISTRICT. 


NOTICE  is  hereby  given  that  Lot  35,  Group  One, 
Cariboo  District,  is  reserved  from  sale  or  pre- 
emption until  further  notice. 

F.  G.  VERNON, 

Chief  Commissioner  of  Lands  <k  Works. 
Lands  and  Works  Department, 

Victoria,  B.C.,  April  llflh,  1891.  apl6 


QUEEN  CHARLOTTE  DISTRICT. 


NOTICE  is  hereby  given  that  the  under-mentioned 
tracts  of  land,  situate  in  Queen  Charlotte  Dis- 
trict, have  been  surveyed,  and  that  plans  of  the  same 
can  be  seen  at  the  Lands  and  Works  Department, 
Victoria : — 

Township  5. 

Section  16. — Geo.  E.  Powell,  application  to  purchase 
dated  20th  November,  1888. 

Section  17. — John  Robertson,  application  to  pur- 
chase dated  20th  November,  18S8. 
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Section  18. — C.  Freeman,  application  to  purchase 
dated  20th  November,  1888. 

Section  19. — A.  Mellor,  application  to  purchase 
dated  20th  November,  1888. 

Section  20. — W.  A.  Robertson,  application  to  pur- 
chase dated  20th  November,  1888. 

Section  21. — I.  VV.  Powell,  application  to  purchase 
dated  20th  November,  1888. 

Section  28.  — D.  Freeman,  application  to  purchase 
dated  20th  November,  1888. 

Section  29. — J.  Shields,  application  to  purchase  dated 
20th  November,  1888. 

Section  30. — A.  Freeman,  application  to  purchase 
dated  20th  November,  1888. 

Section  31. — John  Leahy,  application  to  purchase 
dated  18th  July,  1889. 

N.  A of  Section  34. — Tom  Kains,  application  to  pur- 
chase dated  3rd  December,  1889. 

N.  ^ of  Section  35. — J.  Kingham,  application  to 
purchase  dated  27th  November,  1890. 

N.  i of  Section  36. — J.  Boyd,  application  to  pur- 
chase dated  27th  November,  1890. 

Township  6. 

S.  ^ of  Section  1. — J.  Boyd,  application  to  purchase 
dated  27th  November.  1890. 

S.  ^ of  Section  2. — J.  Kingham,  application  to  pur- 
chase dated  27th  November,  1890. 

S.  ^ of  Section  3. — Tom  Kains,  application  to  pur- 
chase dated  3rd  December,  1889. 

N.  £ of  Section  5. — T.  Earle,  application  to  purchase 
dated  20th  June,  1890. 

S.  J of  Section  6. — W.  & J.  Wilson,  ajiplication  to 
purchase  dated  16th  December,  1889. 

N.  ^ of  Section  6 andS.  ^ of  Section  7. — Thos.  Earle, 
application  to  purchase  dated  20th  June,  1890. 

N.E.  \ of  Section  7. — Robert  Tennant,  application 
to  purchase  dated  16th  December,  1889. 

N.W.  \ of  Section  7. — John  Grant,  application  to 
purchase  by  Gazette  notice  dated  17th  October, 
1889. 

N.  W.  J of  Section  8. — Robert  Tennant,  application 
to  purchase  by  Gazette  notice  dated  16th  Decem- 
ber, 1889. 

N.E.  i of  Section  8. — Jos.  Gosnell,  application  to 
purchase  dated  14th  March,  1890. 

S.  | of  Section  8. — Thos.  Earle,  application  to  pur- 
chase dated  20th  June,  1890. 

E.  \ of  Section  17. — Jos.  Gosnell,  application  to  pur- 
chase dated  14th  March,  1890. 

S.W.  ^ of  Section  17. — Robert  Tennant,  application 
to  purchase  dated  16th  December,  1889. 

N.W.  \ of  Section  17. — W.  A.  Robertson,  applica- 
tion to  purchase  dated  16th  December,  1889. 

S.W.  £ of  Section  18. — John  Grant,  application  to 
purchase  by  Gazette  notice  dated  17th  October, 
1889. 

N.W.  J of  Section  18. — Jas.  Sheilds,  application  to 
purchase  by  Gazette  notice  dated  16th  December, 
1889. 

N.E.  £ of  Section  18. — W.  A.  Robertson,  application 
to  purchase  by  Gazette  notice  dated  16th  Decem- 
ber, 1 889. 

S.E.  I of  Section  18. — Robert  Tennant,  application 
to  purchase  by  Gazette  notice  dated  16th  Decem- 
ber, 1889. 

S.W.  | of  Section  19. — Jas.  Sheilds,  application  to 
purchase  by  Gazette  notice  dated  16th  December, 

1889. 

S.E.  I of  Section  19  and  S.W.  I of  Section  20. — W. 
A.  Robertson,  application  to  purchase  by  Gazette 
notice  dated  16th  December,  1889. 

S.E.  I of  Section  20.-,— 1 os.  Gosnell  and  M.  Baker, 
application  to  purchase  dated  14th  March,  1890. 

S.E.  I of  Section  30. — J.  Hastie,  application  to  pur- 
chase by  Gazette  notice  dated  25th  July,  1890. 

N.E.  \ of  Section  30,  and  E.  A of  Section  31. — 
Powell  & Currall,  application  to  purchase  dated 
9th  July,  1890. 

Township  7. 

S.E.  I of  Section  6. — Powell  & Currall,  application 
to  purchase  dated  9th  July,  1S90. 

Township  8. 

S.  i of  Section  2. — J.  Nicliolles  and  C.  E.  Renouf, 
application  to  purchase  dated  13tli  November, 

1890. 

Township  9. 

Section  35  and  N.  A of  Section  26. — J.  Nicliolles  and 
C.  E.  Renouf,  application  to  purchase  dated  13th 
November,  1890. 

S.  .J  of  Section  26,  N.  A of  Section  23,  and  S.W.  \ 
of  Section  23. — T.  S.  Gore,  application  to  purchase 
dated  2nd  June,  1890. 


S.E.  I of  Section  23. — S.  W.  Bucknam  and  P. 
Hickey,  application  to  purchase  dated  14th  Decem- 
ber, 1 8S9. 

S.W.  I of  Section  24. — T.  Earle,  application  to  pur- 
chase dated  20th  June,  1890. 

S.E.  \ of  Section  24  and  N.E.  J of  Section  13. — Jas. 
Sheilds,  application  to  purchase  dated  16th  Decem- 
ber, 1889. 

S.E.  | of  Section  13. — John  Grant,  application  to 
purchase  by  Gazette  notice  dated  17th  October, 
1889. 

W.  J of  Section  13. — T.  Earle,  application  to  pur- 
chase by  Gazette  notice  dated  20th  June,  1890. 

Section  14,  W.  ^ of  Section  11,  and  N.E.  \ of  Sec- 
tion 11. — S.  W.  Bucknam  and  P.  Hickey,  appli- 
cation to  purchase  by  Gazette  notice  dated  14th 
December,  1889. 

S.E.  \ of  Section  11.  — W.  & J.  Wilson,  application 
to  purchase  by  Gazette  notice  dated  16th  Decem- 
ber, 1889. 

N.  W.  I of  Section  12. — T.  Earle,  application  to 
purchase  by  Gazette  notice  dated  20th  June,  1890. 

N.E.  \ of  Section  12. — Jno.  Grant,  application  to 
purchase  by  Gazette  notice  dated  17th  October, 
1889. 

S.  | of  Section  12,  and  N.  A of  Section  1. — T.  Earle 
application  to  purchase  by  Gazette  notice  dated 
30th  June,  1890. 

S.  $ of  Section  1,  and  Section  2. — W.  & J.  Wilson, 
application  to  purchase  dated  16tli  December,  1889. 

Township  10. 

Section  25. — B.  Van  Volkenberg,  application  to  pur- 
chase dated  8th  December,  1890. 

Section  36. — A.  Cameron,  application  to  purchase 
dated  8th  December,  1890. 

Lot  18. — D.  Drysdale,  application  to  purchase  dated 
23rd  December,  1890. 

W.  S.  GORE, 

Surveyor-General. 

Lands  and  Works  Department, 

Victoria,  B.  G. , March  26th,  1891.  mh26 


CERTIFICATE  OF  INCORPORATION. 


MEMORANDUM  OF  ASSOCIATION  OF  THE 
VICTORIA  TURKISH  BATH  COMPANY, 
LIMITED  LIABILITY. 

WE,  THE  SEVERAL  PERSONS  whose  names  are 
subscribed  at  the  foot  hereof,  do  hereby  certify 
that  we  are  desirous  of  being  formed  into  a Company 
under  the  provisions  of  the  “Companies  Act,  1890.” 

1.  The  corporate  name  of  the  Company  shall  be 
“The  Victoria  Turkish  Bath  Company,  Limited 
Liability.” 

2.  The  objects  for  which  the  Company  shall  be 
formed  are  as  follows 

(a. ) To  construct,  establish,  fit  up,  furnish,  open, 
maintain  and  operate  Turkish  and  other  baths  in  the 
City  of  Victoria,  with  swimming  tanks  and  all  the 
usual  and  customary  plant,  machinery,  adjuncts, 
accessories  and  appliances,  and  with  all  modern  im- 
provements ; 

(6.)  To  acquire  by  lease  for  the  purposes  aforesaid 
suitable  rooms  and  premises  in  the  “Five  Sisters’ 
Block,”  now  in  course  of  erection,  or  elsewhere,  in  the 
City  of  Victoria,  and  for  such  period,  at  such  rent, 
and  on  such  conditions  as  the  Company  may  deem 
proper  or  expedient ; 

(c. ) To  let  such  portions  of  their  rooms  and  premises 
for  such  purposes,  at  such  rents,  and  upon  such  con- 
ditions as  may  be  deemed  expedient  for  the  interests 
of  the  Company  ; 

Id. ) To  enter  into  such  contracts  and  agreements 
witli  such  person  or  persons  as  the  Company  may 
deem  necessary  or  expedient  for  the  purpose  of 
effectuating  the  objects  aforesaid  ; 

(e. ) To  promote  any  other  Company  for  the  purpose 
of  acquiring  all  or  any  of  the  property,  rights  and 
liabilities  of  this  Company,  or  for  any  other  purpose 
which  may  seem  directly  or  indirectly  calculated  to 
benefit  the  Company; 

(/.)  Generally  to  make,  do  and  execute  all  such  acts, 
deeds,  covenants,  matters  and  things  as  the  Company 
may  deem  expedient,  necessary,  incidental  or  other- 
wise conducive  to  the  attainment  of  all  or  any  of  the 
above  objects,  or  to  the  conversion  or  disposal  of  all 
or  any  property  held  or  acquired  by  this  Company. 

3.  The  capital  of  the  Company  shall  be  $30,000.00 
(thirty  thousand  dollars),  divided  into  300  (three 
hundred)  shares  of  $100.00  (one  hundred  dollars)  each; 
30  (thirty)  of  which  shares  shall  be  deemed  fully  paid 
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up  ami  bo  issued  to  the  promoters  as  remuneration  for 
their  time  and  trouble  in  forming  the  Company. 

4.  The  time  for  thfc  existence  of  the  Company  shall 
be  50  (lifty)  years. 

5.  The  number  of  the  Trustees  shall  be  3 (three), 

namely:  Henry  C.  Beeton,  Ernest  B.  C.  Ilanington 

and  Arthur  Wellesley  Vowell,  who  shall  manage  the 
affairs  of  the  Company  for  the  first  3 (three)  months. 

6.  l'lto  place  of  business  of  the  Company  shall  be  in 
the  City  of  Victoria. 

In  witness  whereof  we  have  hereunto  subscribed 
our  names  and  affixed  our  seals  this  lfith  day  of  April, 
A.D.  1891. 


said  William  Rogers,  William  II.  Keary,  Charles 
MeHonough,  Lincoln  Rogers,  I laniel  Drysdalo,  Samuel 
T.  Mackintosh  ami  Kdwin  S.  Seoullar,  as  and  for  their 
and  each  of  I heir  several  acts  and  deeds  in  my  presence. 

In  testimony  whereof  I have  hereunto  set  my  hand 
and  affixed  my  seal  of  office  at  New  Westminster 
aforesaid,  this  24th  day  of  March,  A.D.  1891. 

W.  Myers  Gray, 

Notai'y  Public  for  Unlink  Columbia. 
Filed  (in  duplicate)  1st  April,  1891. 

C.  .J.  LEGGATT, 

ap2  Registrar  of  Joint  Stock  Companies. 


CRNEST  B.  C.  HANINGTON. 
-H.  C.  BEETON. 

A.  VV.  VOWELL. 


Made,  signed  and' 
acknowledged  in  du- 
plicate by  the  said 
Henry  C.  Beeton, 

Ernest  B.  C.  Haning- 
ton  and  Arthur  Wel- 
lesley Vowell  before 
me  this  16th  day  of 
April,  A.D.  1891. 

H.  B.  W.  Airman, 

Notary  Public,  B.C. 

I hereby  certify  that  Ernest  B.  C.  Hanington,  Henry 
C.  Beeton  and  Arthur  Wellesley  Vowell,  personally 
known  to  me,  appeared  before  me,  acknowledged  to 
me  that  they  are  the  persons  mentioned  in  the 
annexed  instrument  as  the  makers  thereof,  and  whose 
names  are  subscribed  thereto  as  parties,  that  they 
know  the  contents  thereof,  and  that  they  executed  the 
same  voluntarily. 

In  testimony  whereof  I have  hereto  set  my  hand 
and  seal  of  office  at  Victoria,  B.  C.,  this  16th  day  of 
April,  in  the  year  of  Our  Lord  one  thousand  eight 
hundred  and  ninety-one. 

[L.S.]  H.  B.  W.  Airman, 

Notary  Public. 

Filed  (in  duplicate)  17th  April,  1891. 

C.  J.  LEGGATT, 

ap23  Registrar  of  Joint  Stock  Companies. 


IN  THE  MATTER  OF  THE  “COMPANIES 
ACT,  1890.” 

THIS  Memorandum  of  Association  made  in  dupli- 
cate this  24th  day  of  March,  A.D.  1891,  wituess- 
eth  that  we,  William  Rogers,  William  H.  Keary, 
Charles  McDonough,  Lincoln  Rogers,  Daniel  Drysdale, 
Samuel  T.  Mackintosh  and  Edwin  S.  Seoullar,  all  of 
the  City  of  New  Westminster,  in  the  Province  of 
British  Columbia,  do  hereby  associate  ourselves 
together  for  the  purpose  of  forming  a Joint  Stock 
Company  or  Corporation  under  the  provisions  of  the 
“Companies  Act,  1890,”  in  manner  following,  viz.: — 

1.  The  corporate  name  of  the  Corporation  shall  be 
“The  Mainland  and  Nanaimo  Steam  Navigation  Com- 
pany, Limited  Liability.  ” 

2.  The  object  for  which  said  Company  is  to  be 
formed  is  to  own,  purchase,  build  and  otherwise 
acquire  steamers,  steamboats  and  other  steam  vessels, 
and  therewith  to  conduct  and  carry  on  a general  pas- 
senger and  freight  business  in  British  Columbia,  and 
more  particularly  between  the  ports  of  New  West- 
minster, Vancouver  and  Nanaimo  and  to  purchase, 
hire  and  otherwise  acquire  wharf  property,  stores  and 
warehouses. 

3.  The  amount  of  the  capital  stock  of  such  Com- 
pany shall  be  (§150,000)  one  hundred  and  fifty  thousand 
dollars,  divided  into  (1.500)  fifteen  hundred  shares  of 
(§100)  one  hundred  dollars  each. 

4.  The  time  of  the  existence  of  such  Company  shall 
be  fifty  years. 

5.  The  number  of  shares  of  which  the  stock  of  the 
Company  shall  consist  shall  be  one  thousand  five 
hundred. 

6.  The  number  of  the  Trustees  who  shall  manage 
the  concerns  of  the  Company  for  the  first  three  months 
shall  be  seven,  and  their  names  are  the  said  William 
Rogers,  William  H.  Keary,  Charles  McDonough,  Lin 
coin  Rogers,  Daniel  Drysdale,  Samuel  T.  Mackintosh 
and  Edwin  S.  Seoullar. 

7.  The  principal  place  of  business  of  the  Company 
will  be  the  City  of  New  Westminster,  in  said  Province 
of  British  Columbia. 

WILLIAM  ROGERS, 

W.  H.  KEARY, 
c.  McDonough, 

LINCOLN  ROGERS, 
DANIEL  DRYSDALE, 

S.  T.  MACKINTOSH, 

E.  S.  SCOULLAR. 

This  is  to  certify  that  the  foregoing  declaration  was 
made,  signed  and  acknowledged  (in  duplicate)  by  the 
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Memorandum  op  Association. 


WE,  THE  UNDERSIGNED,  hereby  certify  that 
we  desire  to  form,  under  the  “ Companies  Act, 
1890,”  a Company  as  hereinafter  mentioned  : — 

1.  The  corporate  name  of  the  Company  shall  be 
“The  Tulameen  Improvement  and  Hydraulic  Com- 
pany, Limited  Liability.” 

2.  The  objects  for  which  the  Company  is  formed 
are : — Hydraulic  or  other  process  or  processes  of 
mining  ; to  own  and  construct  ditches,  flumes  or  other 
s\  stems  of  water-ways ; to  purchase,  own  operate  and 
sell  mines,  minerals,  water  and  water-ways  ; to  build, 
operate  and  own  mills,  machines  or  other  processes 
for  the  reduction  of  ores,  and  to  sell  the  same  ; to  do 
and  perform  all  such  other  acts  and  things  as  are 
incidental  or  conducive  to  the  attainment  of  the  above 
objects,  or  any  of  them. 

3.  The  amount  of  the  capital  stock  of  the  Company 
shall  be  §60,000.00,  which  shall  be  divided  into  60,000 
shares  of  §1  each. 

4.  The  time  of  the  existence  of  the  Company  shall 
be  fifty  years. 

5.  The  number  of  Trustees  shall  be  three,  and  their 
names  are  : — James  Wilson,  Joseph  C.  Armstrong, 
and  Alexander  Ewen,  who  shall  manage  the  affairs  of 
the  Company  for  the  first  three  months. 

6.  The  principal  place  of  business  shall  be  at  New 
Westminster,  Province  of  British  Columbia. 

Dated  the  6th  day  of  April,  1891. 

Made,  signed  and  ac- 
knowledged (in  duplicate) 

by 

Alexander  Ewen,  at  New\ 

Westminster,  B.  C. , before  me  I 

this  6th  day  of  April,  1891.  \ ALEXANDER  EWEN. 
A.  G.  Gamble,  | 

Notary  Public.  J 
By  J.C.  Armstrong,  at  New' 

Westminster,  before  me  this 

6th  day  of  April,  1891.  >J.  C.  ARMSTRONG. 

A.  G.  Gamble, 

Notary  Public.  _ 

ByJ.A.  Laidlaw  (pp.T.E.L.)  \ 
at  New  Westminster,  before  I 
me  thisS  th  day  of  Ap’1,1891.  V.J.  A.  LAIDLAW, 

Fred.  G.  Turner,  (pp.  T.  E.  L.) 

Notary  Public.  J 
By  J.  Wilson,  at  Revel- 
stoke,  before  me  this  9th 
day  of  April,  1891.  >J.  WILSON. 

W.  A.  JOWETT, 

Notary  Public. 

By  Thos.  R.  Mclnnes,  at  \ 

Victoria,  before  me  this  I 
16th  day  of  April,  1891.  VTHOS.  R.  McINNES. 
II.  G.  Hall,  I 

Notary  Public. ) 

Filed  (in  duplicate)  16th  April,  1891. 

C.  J.  LEGGATT, 

an23  Reaistrar  of  Joint  Stock  Comvanies. 


MEMORANDUM  OF  ASSOCIATION 

OF  THE 

Vancouver  Island  land  and  Investment  Company , 
I A m ited  I/l  a bility. 

1.  The  name  of  the  Company  is  “ The  Vancouver 
Island  Land  and  Investment  Company,  Limited  Lia- 
bility.” 

2.  The  registered  office  of  the  Company  will  be 
situate  in  the  City  of  Victoria,  in  the  Province  of 
British  Columbia. 

3.  The  objects  for  which  the  Company  is  established 
are  as  follows  : — 
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(1. ) To  purchase  or  otherwise  acquire  the  real  estate, 
financial  and  insurance  brokage  business  of  Francis 
Bourehier  and  Henry  Croft,  now  carried  on  at  the  said 
City  of  Victoria  and  elsewhere,  and  all  or  any  of  the 
real  and  personal  property  belonging  to  the  said 
Bourehier  and  Croft  in  connection  with  the  said 
business,  and  to  undertake  all  or  any  of  the  liabilities 
of  the  said  Bourehier  and  Croft  in  relation  to  such 
business. 

(2.)  To  purchase  or  otherwise  acquire  and  under- 
take all  or  any  part  of  the  business,  property  and 
liabilities  of  any  person  or  company  carrying  on  any 
business  which  this  Company  is  authorized  to  carry  on 
or  possessed  of  property  suitable  for  the  purposes  of 
this  Company. 

(3. ) To  carry  on  all  or  any  of  the  businesses  usually 
carried  on  by  land  companies  in  all  their  several 
branches,  and  in  particular  to  lay  out  and  improve, 
alter  and  develop  by  draining,  clearing,  road-making 
or  otherwise,  any  property  of  the  Company,  and  thereon 
to  erect  and  construct,  or  assist  in  the  erection  or  con- 
struction of  any  buildings  or  works  whatsoever,  and  to 
pull  down,  alter  and  rebuild  any  existing  erections  or 
buildings  required  by  the  Company. 

(4.)  To  negotiate  loans  of  all  kinds. 

(5.)  To  purchase  or  otherwise  acquire,  on  such  terms 
and  in  such  manner  as  the  regulations  of  the  Company 
from  time  to  time  provide,  any  shares  in  the  Company’s 
capital. 

(6.)  To  purchase,  take  on  lease,  or  in  exchange,  hire 
or  otherwise  acquire  any  real  and  personal  property  and 
any  rights  or  privileges  which  the  Company  may  think 
necessary  or  convenient  for  the  purposes  of  its  business, 
and  in  particular  any  land,  buildings  and  easements. 

(7. ) To  sell  the  undertaking  of  the  Company,  or  any 
part  thereof,  for  such  consideration  as  the  Company 
may  think  fit,  and  in  particular  for  shares,  debentures 
or  securities  of  any  other  Company  having  objects 
altogether  or  in  part  similar  to  those  of  this  Company. 

(8. ) To  amalgamate  with  any  other  company  having 
objects  altogether,  or  in  part,  similar  to  those  of  this 
Company. 

(9. ) To  distribute  any  of  the  property  of  the  Com- 
pany among  the  members  in  specie,  but  that  so  no 
distribution  amounting  to  a reduction  of  the  capital 
be  made  without  the  sanction  of  some  Court  of  com- 
petent jurisdiction. 

(10  ) To  make,  accept,  indorse  and  execute  promis- 
sory notes,  bills  of  exchange,  and  other  negotiable 
instruments. 

(11.)  To  invest  the  moneys  of  the  Company  not 
immediately  required  upon  such  securities  as  may  from 
time  to  time  be  determined. 

(12.)  To  lend  money,  and  in  particular  to  customers 
of  and  persons  having  dealings  with  the  Company. 

(13.)  To  raise  money  in  such  other  manner  as  the 
Company  shall  think  fit,  and  in  particular  by  the  issue 
of  the  debentures  charged  upon  all  or  any  of  the 
Company’s  property  (both  present  and  future),  includ- 
ing its  uncalled  capital. 

(14.)  To  carry  on  the  business  of  a commission 
agent  and  an  estate  agent  in  all  or  any  of  their 
respective  branches. 

(15.)  To  buy  and  sell,  either  on  its  own  account  or 
upon  commission,  mining,  railway,  tramway,  and  any 
and  all  other  kinds  of  stocks,  debentures  and  securities, 
all  kind  of  real  and  personal  property  movable  and 
immovable. 

(10.)  To  purchase  or  otherwise  acquire,  settle  and 
improve  lands  and  hereditaments  in  the  Province  of 
British  Columbia  or  any  other  Province  or  Territory 
of  Canada,  or  in  any  one  or  more  of  the  States  of  the 
United  States  of  America. 

(17.)  To  develop  the  resources  of  the  same  lands 
and  hereditaments  by  building,  planting,  clearing, 
mining  and  otherwise  opening  up  and  dealing  with  the 
same. 

(18.)  To  take  concessions  of  or  lease  railways  or 
other  undertakings,  whether  Canadian  or  foreign,  and 
either  construct  or  otherwise  carry  out  the  same  itself, 
or  make  them  over  wholly  or  partly  to  other  com- 
panies or  persons. 

(19.)  Generally  to  transact  any  business  of  a mer- 
chant or  capitalist,  either  as  principal  or  agent. 

(20.)  I'o  do  all  such  other  things  as  are  incidental 
or  conducive  to  the  attainment  of  the  above  objects. 

4.  The  liabilities  of  the  members  is  limited. 

5.  The  capital  of  the  Company  is  $250,000,  divided 
into  2,500  shares  of  $100  each. 

it  * 'll  eer  ^ rustees,  namely,  Francis  Bourehier, 
Henry  Croft  and  Richard  Brodrick  shall  manage  the 
concerns  of  the  Company  for  the  first  three  months. 


7.  The  time  of  the  existence  of  the  Company  shall 
be  fifty  years. 

We,  the  several  persons  whose  names  and  addresses 
are  subscribed,  are  desirous  of  being  formed  into  a 
Company,  in  pursuance  of  this  Memorandum  of 
Association,  under  the  “Companies  Act,  1890,”  and  we 
respectively  agree  to  take  the  number  of  shares  in  the 
capital  of  the  Company  set  opposite  our  respective 
names. 

Dated  at  Victoria,  B.  C.,  the  11th  day  of  April, 
A.D.  1891. 

Name.  Residence.  Occupation.  No.  of  shares 

Francis  Bourchier,  Victoria,  Broker,  250 

Henry  Croft,  Victoria,  Broker,  250 

Richard  Brodrick,  Victoria,  Broker,  250 

Witness — A.  L.  Belyea. 

I hereby  certify  that  Francis  Bourehier,  Henry  Croft 
and  Richard  Brodrick,  personally  known  to  me,  ap- 
peared before  me  and  acknowledged  to  me  that  they 
are  the  persons  mentioned  in  the  annexed  instrument 
as  the  makers  thereof,  and  whose  names  are  subscribed 
thereto  as  parties,  that  they  know  the  contents 
thereof,  and  that  they  executed  the  same  voluntarily. 

In  testimony  whereof  I have  hereto  set  my  hand 
and  seal  of  office  at  Victoria,  British  Columbia,  this 
13th  day  of  April,  in  the  year  of  Our  Lord  one  thousand 
eight  hundred  and  ninety-one. 

A.  L.  Belyea, 

A Notary  Public  in  and  for  the  Province  of  B.  O. 

Filed  (in  duplicate)  13th  April,  1891. 

C.  J.  LEGGATT, 

apl6  Registrar  of  Joint  Stock  Companies. 


IN'  THE  MATTER  OF  THE  “COMPANIES  ACT, 
1890.” 

WE.  THE  UNDERSIGNED,  Thomas  Nathan 
Corder,  John  Bowerbank  Wilkins  and  Charles 
Arthur  Godson,  all  of  the  City  of  Victoria,  in  the 
Province  of  British  Columbia,  desire  to  form  a Com- 
pany under  the  “ Companies  Act,  1890.” 

Memorandum  of  Association  of  the  “Pacific  Par- 
cels Delivery  and  Express  Company, 
Limited  Liability.” 


1.  The  corporate  name  of  the  Company  is  “The 
Pacific  Parcels  Delivery  and  Express  Company,  Lim- 
ited Liability.” 

2.  The  object  for  which  the  Company  is  formed  is 
for  the  carrying  on  and  conducting  the  business  of 
or  may  be  requisite,  necessary  or  convenient  for  the 
purposes  of  the  Company. 

3.  The  amount  of  the  capital  stock  of  the  Company 
is  $50,000.00,  divided  into  500  shares  of  $100.00  each. 

4.  The  time  of  the  existence  of  the  Company  shall 
be  fifty  years. 

5.  The  stock  shall  consist  of  500  shares. 

6.  The  Trustees  shall  be  Thomas  Nathan  Corder, 
John  Bowerbank  Wilkins  and  Charles  Arthur  Godson, 
who  shall  manage  the  concerns  of  the  Company  for 
the  first  three  months. 

/.  I he  principal  place  of  busiuess  of  the  Company 
shall  bo  at  the  City  of  Victoria,  in  the  Province  of 
British  Columbia. 

Dated  at  Victoria,  this  24th  day  of  March,  A.D. 
1891. 

Made,  signed  and  acknowledged 
before  me  by  the  said  Tlios.  Nathan 
Corder,  John  Bowerbank  Wilkins, 
and  Charles  Arthur  Godson,  at  the 
City  of  Victoria,  this  24th  day  of 
March,  A.D.  1891. 

Alan  S.  Dumbleton, 

Notary  Public,  Victoria,  B.C. 

I hereby  certify  that  Thomas  Nathan  Corder,  John 
Bowerbank  Wilkins  and  Charles  Arthur  Godson,  per- 
sonally known  to  me,  appeared  before  me  and 
acknowledged  to  me  that  they  are  the  persons  men- 
tioned in  the  annexed  instrument  as  the  makers 
thereof,  and  whose  names  are  subscribed  thereto  as 
parties,  that  they  know  the  contents  thereof,  and  that 
they  executed  the  same  voluntarily. 

In  testimony  whereof  1 have  hereto  set  my  hand 
and  seal  of  office,  at  Victoria,  this  24th  day  of  March, 
in  the  year  of  Our  Lord  one  thousand  eight  hundred 
and  ninety-one. 

Alan  S.  Dumbleton, 

Notary  Public 

Filed  (in  duplicate)  24th  March,  1891. 

.no  0.  J.  LEGGATT, 

mh26  Registrar  of  Joint  Stock  Companies. 


}T.  N.  CORDER. 
J.  B.  WILKINS. 
C.  A GODSON. 
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CERTIFICATES  OF  INCORPORATION. 

IN  THIS  MATTER  OK  THIS  “COMPANIES 
ACT,  1800.” 

ATT JS,  THIS  UNDERSIGNED,  Montague  William 
\V  Tyrwhitt  Drake,  one  of  the  Justices  of  the 
Supreme  Court,  of  British  Columbia;  James  Peters, 
Major,  Royal  Canadian  Regiment  of  Artillery;  Henry 
Edward  Croasdaile,  Real  Estate  Agent;  Henry  Dunible- 
ton,  Esquire,  all  of  the  City  of  Victoria;  and  Harry 
Abbott,  of  the  City  of  Vancouver,  Superintendent  of 
the  Canadian  Pacific  Railway,  desire  to  form  a Com- 
pany under  the  “Companies  Act,  1800.” 

Memorandum  of  Association  of  the  “Prkvost 
Island  Company,  Limited  Liability.’ 

1.  The  corporate  name  of  the  Company  is  “The 
Prevost  Island  Company,  Limited  Liability.” 

2.  The  object  for  which  the  Company  is  formed  is  to 
purchase  and  lease  lands  on  Prevost  Island  and  on 
islands  adjacent  thereto,  to  stock  the  same  with  game, 
to  cultivate  the  said  lands,  and  generally  to  manage, 
work,  hold,  let  and  dispose  of  the  said  lands,  and  the 
minerals  thereunder,  as  the  Company  shall  think  lit, 
and  to  do  all  such  acts  and  things  as  shall  be  necessary, 
requisite  or  convenient  for  attaining  all  and  every  of 
the  objects  aforesaid. 

3.  The  capital  stock  of  the  Company  is  fifteen 
thousand  dollars  ($15,000),  divided  into  thirty  shares 
of  five  hundred  dollars  ($500)  each. 

4.  The  time  of  existence  of  the  said  Company  shall 
be  fifty  years  from  the  thirty-first  day  of  January, 
eighteen  hundred  and  ninety-one. 

5.  The  capital  stock  of  the  Company  is  divided  into 
thirty  shares  of  five  hundred  dollars  ($500)  each. 

6.  Five  Trustees,  viz.: — Montague  William  Tyr- 
whitt Drake,  James  Peters,  Henry  Edward  Croasdaile, 
Henry  Dumbleton  and  Harry  Abbott  shall  manage  the 
concerns  of  the  Company  lor  the  first  three  months. 

7.  The  principal  place  of  business  of  the  Company 
shall  be  at  42  Fort  Street,  in  the  City  of  Victoria,  or 
at  such  other  place  in  the  City  of  Victoria  as  shall 
from  time  to  time  be  determined  on  by  the  said  Com- 
pany. 

In  witness  whereof  we,  the  undersigned,  have  here- 
unto set  our  hands  and  seals  this  31st  day  of  March, 
1S91. 

Signed,  sealed  and  de-'' 


livered  by  Montague 
Win.  Tyrwhitt  Drake, 
James  Peters,  Henry 
Edward  Croasdaile, 
and  Henry  Dumbleton 
in  the  presence  of 

A.  P.  Luxton.  _ 
Signed,  sealed  and  1 
delivered  by  Harry  Ab- 1 
bott,  in  the  presence  of  j 
A.  P.  Luxton.J 
I hereby  certify  that 
Drake,  James  Peters, 


M.  W.  TYRWHITT  DRAKE. 
J.  PETERS. 

HENRY  E.  CROASDAILE. 
HENRY  DUMBLETON. 


H.  ABBOTT. 


Montague  William  Tyrwhitt 
Henry  Edward  Croasdaile, 
Henry  Dumbleton,  Harry  Abbott,  personally  known 
to  me,  appeared  before  me  and  acknowledged  to  me 
that  they  are  the  persons  mentioned  in  the  annexed 
instrument  as  the  makers  thereof,  and  whose  names 
are  subscribed  thereto  as  parties,  that  they  know  the 
contents  thereof,  and  that  they  executed  the  same 
voluntarily. 

In  testimony  whereof  I have  hereto  set  my  hand 
and  seal  of  ofiice  at  Victoria,  this  Sth  day  of  April, 
in  the  year  of  Our  Lord  one  thousand  eight  hundred 
and  ninety-one. 

A.  P.  Luxton, 

Notary  Public,  Victoria,  B.G. 

Filed  (in  dunlicate)  9th  April,  1891. 

C.  J.  LEGGATT, 

apl6  Registrar  of  Joint  Stock  Companies. 


MEMORANDUM  OF  ASSOCIATION  OF  “THE 
PORT  HANEY  BRICK,  TILE  AND  TERRA 
COTTA  COMPANY  (LIMITED  LIABILITY).” 


ATEE,  the  undersigned,  hereby  certify  that  we 
V V desire  to  form  a company  according  to  the 
provisions  of  the  “ Companies  Act,  1890.” 

1.  The  corporate  name  of  the  company  shall  be  “The 
Port  Haney  Brick,  Tile  and  Terra  Cotta  Company 
(Limited  Liability).” 

2.  The  objects  for  which  the  company  is  formed  are 
as  follows  : 

(a.)  To  purchase  and  carry  on  the  brickyards  owned 
by  Messrs.  Beckett  & Co.,  and  T.  F.  Sinclair  & Co., 


sportively,  situate  al  Port  Haney,  British  Columbia. 

(li.)  To  acquire,  hold,  work,  and  deal  with  such 
other  brickyards  as  may  he  deemed  benelieial. 

(c.)  To  build,  purchase,  charier  or  otherwise  acquire 
steamboats,  scows,  lighters,  and  other  means  of  con- 
veyance for  the  carrying  on  of  their  business  aH  the 
company  may  deem  advisable  mid  to  navigate  and 
work  the  same. 

(d.)  To  pre-empt,  purchase,  mortgage,  lease,  sell, 
sub-let  or  otherwise  dispose  of  land  in  British 
Columbia, 

(e. ) To  purchase,  rent,  erect,  hold,  build  and 
generally  deal  with  such  wharves,  houses,  warehouses, 
roads,  tramways,  electric  works  as  may  he  required 
for  the  purposes  of  the  Company. 

(/. ) To  buy  and  sell  goods  of  every  description,  and 
to  carry  on  a general  trading  business. 

(g.)  The  doing  of  all  such  acts  and  things  whatso- 
ever which  may  be  deemed  in  any  way  conducive  to 
the  above  objects  or  any  of  them. 

3.  The  capital  stock  of  the  company  shall  be  $50,000 
divided  into  500  shares  of  $100  each. 

4.  The  time  of  the  existence  of  the  company  shall 
be  fifty  years. 

5.  The  number  of  the  trustees  shall  be  five,  viz.  : — 
William  Wolfenden,  A.  Gordon  Gamble,  and  Charles 
E.  Woods,  of  New  Westminster,  British  Columbia  ; 
Henry  Robert  Beckett,  of  Port  Haney,  and  T.  F. 
■Sir clair,  of  Victoria,  British  Columbia,  who  shall 
manage  the  affairs  of  the  company  for  the  first  three 
months. 

6.  The  principal  place  of  business  of  the  company 
shall  be  at  New  Westminster,  British  Columbia. 

7.  No  shareholder  in  the  company  shall  be  in- 
dividually liable  for  the  debts  or  liabilities  of  the 
company,  but  the  liability  of  each  shareholder  shall 
be  limited  to  the  calls  and  assessments  to  be  legally 
levied  upon  the  shares  held  by  him  ; assessments  and 
charges  when  taken  collectively  shall  not  exceed  in 
the  aggregate  the  value  in  dollars  printed  or  shown  on 
each  share  when  issued. 

In  testimony  whereof  the  said  William  Wolfenden, 
A.  Gordon  Gamble,  and  Charles  E.  Woods  have 
hereunto  made,  signed  and  acknowledged  these  presents, 
in  duplicate,  this  16th  day  of  April,  A.D.  1891,  in  the 
presence  of 

„ „ „ ( WJLLm.  WOLFENDEN, 

*RRD-  G.j  T,DRNrRA  J A.  G.  GAMBLE, 

Notary  Public,  B.C.  (^CHARLES  E.  WOODS. 

In  testimony  whereof  the  said  Henry  Robert  Beckett 
has  hereunto  made,  signed  and  acknowledged  these 
presents,  in  duplicate,  this  17th  day  of  April,  A.D. 
1891,  in  the  presence  of 

Hector  Ferguson,  J.P.  |h.  R.  BECKETT. 

In  testimony  whereof  the  said  T.  F.  Sinclair  has 
hereunto  made,  signed  and  acknowledged  these 
presents,  in  duplicate,  this  18th  day  of  April,  1891,  in 
the  presence  of 

Witness  : H.  B IV.  Airman,  |T  R SINCLAIR. 

Notary  Public.  J 

I hereby  certify  that  Temple  Frederick  Sinclair, 
personally  known  to  me,  appeared  before  me,  acknow- 
ledged to  me  that  he  is  the  person  mentioned  in  the 
annexed  instrument  as  the  maker  thereof,  and  whose 
name  is  subscribed  thereto  as  party,  that  he  knows 
the  contents  thereof,  and  that  he  executed  the  same 
voluntarily. 

In  testimony  whereof  I have  hereto  set  my  hand 
and  seal  of  office  at  Victoria,  this  18th  day  of  April, 
in  the  year  of  Our  Lord  one  thousand  eight  hundred 
and  ninety-one. 

[l.s.]  H.  B.  W.  Airman, 

Notary  Public. 

I hereby  certify  that  William  Wolfenden,  A.  Gordon 
Gamble,  and  Charles  E.  Woods,  personally  known  to 
me,  appeared  before  me  and  acknowledged  to  me  that 
they  are  the  persons  mentioned  in  the  annexed  Instru- 
ment as  the  makers  thereof,  and  whose  names  are  sub- 
scribed thereto  as  parties,  that  they  know  the  con- 
tents thereof,  and  that  they  executed  the  same 
voluntarily. 

In  testimony  whereof  I have  hereto  set  my  hand  and 
seal  of  office  at  New  Westminster,  this  16th  day  of 
April,  in  the  year  of  Our  Lord  one  thousand  eight 
hundred  and  ninety-one. 

[l.s.]  Fred.  G.  Turner, 

Notary  Public. 

I hereby  certify  that  Henry  Robert  Beckett,  per- 
sonally known  to  me,  appeared  before  me  and  acknow- 
ledged to  me  that  he  is  the  person  mentioned  in  the 
annexed  Instrument  as  the  maker  thereof,  and  whose 
name  is  subscribed  thereto  as  party,  that  he  knows 
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the  contents  thereof,  and  that  he  executed  the  same 
voluntarily. 

In  testimony  whereof  I have  hereto  set  my  hand 
and  seal  of  office  at  Port  Haney,  British  Columbia, 
this  17th  day  of  April,  in  the  year  of  our  Lord  one 
thousand  eight  hundred  and  ninety-one. 

Hector  Ferguson,  J.P. 
Filed  (in  duplicate)  22nd  April,  1891. 

C.  J.  LEGGATT, 

ap23  Registrar  of  Joint  Stork  Companies. 

IN  THE  MATTER  OF  THE  “COMPANIES 
ACT,  1890.” 

WE,  THE  UNDERSIGNED,  Charles  Thomas 
Dupont,  of  the  City  of  Victoria,  in  the  Province 
of  British  Columbia,  Esquire  ; John  Edward  Crane,  of 
the  same  place,  Real  Estate  Agent  ; William  Dawson 
McGregor,  of  the  same  place,  Real  Estate  Agent ; 
Beaumont  Boggs,  of  the  same  place,  Real  Estate 
Agent ; Henry  A.  Munn,  of  the  same  place,  Druggist; 
and  Thomas  John  Hammili,  of  the  Town  of  Barrie,  in 
the  Province  of  Ontario,  Lumberman  ; desire  to  form 
a Company  under  the  “ Companies  Act,  1890.” 
Memorandum  of  Association  of  the  1 ‘ Oak  Bay 
Improvement  Company,  Limited  Liability.” 

1.  The  corporate  name  of  the  Company  is  “ The  Oak 
Bay  Improvement  Company,  Limited  Liability.” 

2.  The  objects  for  which  the  Company  is  formed 
are  : — 

(a.)  To  acquire,  hold,  manage  and  improve  lands, 
heritages  and  real  estates,  and  rights  in  lands  and 
heritages  in  Victoria  District  and  other  parts  of  the 
Province  of  British  Columbia  ; and  to  acquire  and 
erect  houses,  buildings  and  works  ; to  construct, 
acquire  and  lease  roads,  trams,  wharves  and  jetties. 

(6.)  To  purchase  the  goodwill  or  any  interest  in  any 
trade  or  business  of  a character  similar  to  any  trade 
or  business  which  the  Company  is  authorized  to  carry 
on,  and  to  sell  or  lease  the  business  of  the  Company, 
or  any  part  thereof,  and  any  property  of  the  Company, 
whether  part  of  its  original  undertaking  or  not. 

(c.)  To  lay  out  land  for  building,  and  to  construct 
and  maintain  roads  and  streets,  and  to  erect  or  advance 
money  for  the  purpose  of  erecting  dwelling  houses, 
hotels,  shops,  stores,  factories,  mills,  warehouses  and 
every  other  description  of  building. 

(d. ) To  sell,  lease,  alienate,  or  in  any  other  manner 
to  dispose  of  any  of  the  lands,  buildings,  wharves  or 
interests  of  the  Company,  whether  in  real  or  personal 
estate,  at  suih  times,  and  in  such  manner,  and  upon 
such  terms  as  shall  be  deemed  by  the  Company 
desirable. 

( e . ) To  borrow  or  raise  money  by  the  issue  of  or 
upon  bonds,  debentures,  debenture  stock,  bills  of 
exchange,  promissory  notes,  and  other  obligations  or 
securities  of  the  Company,  or  by  mortgage  or  charge 
on  all  or  any  part  of  the  real  or  personal  property  of 
the  Company,  or  of  its  uncalled  capital,  for  the  pur- 
pose of  securing  debentures  or  otherwise;  and  any  such 
mortgage  or  mortgages  may  be  in  favour  of  such  per- 
son or  persons  as  trustee  or  trustees  or  otherwise, 
with  such  powers  as  the  Company  shall  think  fit,  and 
to  make,  accept,  endorse  and  execute  promissory 
notes,  bills  of  exchange  and  other  negotiable  instru- 
ments. 

(f)  1°  purchase  or  acquire  the  undertakings  of  any 
Company  having  objects  altogether  or  in  part  similar 
to  those  of  this  Company,  or  to  amalgamate  with  any 
such  company,  and  for  the  purpose  of  such  amalga- 
mation to  transfer  the  undertaking  ot  this  Company  to 
the  company  or  companies  with  which  it  is  to  be 
amalgamated,  and  to  accept  the  transfer  to  this  Com- 
pany of  the  undertakings  of  any  such  Company. 

(f/0  4o  apply  for,  accept,  take,  acquire,  hold  or  sell 
and  to  deal  with  shares,  stocks,  bonds,  debentures, 
obligations  and  other  securities  of  any  company  or 
association  formed,  or  being  formed,  having  objects 
altogether,  or  in  part,  similar  to  those  of  this  Com- 
pany, or  such  as  may  be  likely  to  promote  the  interests 
of  this  Company,  and  to  sell,  dispose  of  and  re- 
purchase any  such  securities  or  shares. 

(A.)  I o construct  or  aid  in  or  to  subscribe  towards 
the  construction,  maintenance  or  improvement  of 
railways,  tramways,  vessels,  steamships,  roads,  bridges, 
reservoirs,  wells,  aequeducts,  gas  works,  electrical 
woi  ks,  telegraph  and  telephone  lines,  canals,  water- 
courses, piers,  wharves  or  other  works. 

(f.)  io  promote  or  contribute  to  any  public  or 
municipal  works  or  undertakings  for  facilitating  any 
of  the  purposes  of  the  Company. 

(.?•)  sell  the  undertakings  of  the  Company,  or 
any  part  thereof,  for  such  consideration  as  the  Com- 


pany shall  think  fit,  and  in  particular  for  shares, 
debentures  or  securities  of  any  other  company  having 
objects  altogether  or  in  part  similar  to  those  of  this 
Company. 

(k. ) To  enter  into  any  arrangements  with  any 
Government,  authorities,  supreme,  municipal,  local  or 
otherwise,  that  may  seem  conducive  to  the  objects  of 
the  Company,  and  to  obtain  from  any  such  Govern- 
ment or  authority  any  rights,  privileges  or  concessions 
which  the  Company  may  think  it  desirable  to  obtain, 
and  to  carry  out,  exercise  and  comply  with  any  such 
arrangements,  rights,  privileges  or  concessions. 

(1. ) To  do  all  or  any  of  the  above  things  as  prin- 
cipals, agents,  contractors  or  otherwise,  and  by  or 
through  trustees,  agents  or  otherwise,  and  either  alone 
or  in  conjunction  with  others. 

(to.  ) To  hold  any  property  hereditable,  moveable  or 
personal,  and  to  transact  business  and  to  carry  through 
any  business  or  transaction  in  the  name  of  either  the 
Company  itself,  or  in  the  name  or  names  of  the  agents 
of  the  Company. 

(n. ) To  do  all  other  things  that  are  conducive  to 
attaining  the  objects  of  the  Company,  and  which 
may  be  or  become  expedient  for  profitably  using  any 
property,  work  or  security  which  may  belong  to  the 
Company. 

(o. ) To  distribute  any  of  the  property  of  the  Com- 
pany among  the  members  in  specie,  but  so  that  no 
distribution  amounting  to  a reduction  of  capital  be 
made  without  the  sanction  of  the  majority  of  the 
shareholders  of  the  Company  in  a general  or  special 
meeting. 

2.  The  capital  stock  of  the  Company  shall  be  three 
hundred  thousand  dollars  (§300,000),  divided  into  3,000 
shares  of  §100  each. 

3.  The  Trustees  who  shall  manage  the  affairs  of  the 
Company  for  the  first  three  months  are  : — Charles 
Thomas  Dupont,  John  Edward  Crane,  William  Dawson 
McGregor,  Beaumont  Boggs  and  Henry  A.  Munn. 

4.  The  office  and  the  principal  place  of  business  of 
the  said  Company  shall  be  located  at  number  30,  Broad 
Street,  in  the  City  of  Victoria,  or  at  such  other  places 
in  the  said  City  as  shall  from  time  to  time  be  deter- 
mined on  by  the  said  Company. 

5.  The  time  of  the  existence  of  the  Company  shall 
be  fifty  years  from  the  23rd  day  of  March,  A.D.  1891. 

In  witness  whoreof  we,  the  above-named  Charles 
Thomas  Dupont,  John  Edward  Crane,  William  Daw- 
son McGregor,  Beaumont  Boggs,  Henry  A.  Munn  and 
Thomas  John  Hammili,  have  hereunto  set  our  hands 
and  seals  the  twenty-third  day  of  March,  one  thousand 
eight  hundred  and  ninety-one. 

}C.  T.  DUPONT, 

J.  E.  CRANE, 

W.  DAWSON  McGREGOR 
BEAUMONT  BOGGS, 
HENRY  A.  MUNN 
T.  J.  HAMMILL. 

^ I hereby  certify  that  Charles  T omas  Dupont,  John 
Edward  Crane,  William  Dawson  McGregor, Beaumont 
Boggs,  Henry  A.  Munn  and  Thomas  John  Hammili, 
personally  known  to  me,  appeared  before  me  and 
acknowledged  to  me  that  they  were  the  persons  men- 
tioned in  the  foregoing  Instrument  as  the  makers 
thereof,  and  whose  names  are  subscribed  thereto  as 
parties,  that  they  know  the  contents  thereof,  and  that 
they  executed  the  same  voluntarily. 

Iu  testimony  whereof  I have  hereunto  set  my  hand 
an.  seal  of  office  at  the  City  of  Victoria,  this  twenty- 
eighth  day  of  March,  in  the  year  of  Our  Lord  one 
thousand  eight  hundred  and  ninety-one. 

P.  AS.  Irving. 

Filed  (in  duplicate)  1st  April,  1S91. 

C.  J.  LEGGATT, 

aP'  Registrar  of  Joint  Stock  Companies. 


TIMBER  LICENCES. 

J OTICE  is  hereby  given  that  30  days  after  date  I 
i intend  making  application  to  the  Chief  Com- 
missioner of  Lands  and  Works  for  a license  to  cut  and 
remove  timber,  for  lumbering  purposes,  from  the 
following  described  lands  : — Commencing  at  a point 
on  the  easterly  shore  of  Howe  Sound,  distant  about 
one  mile  and  one-lialf  in  a north-easterly  direction 
from  the  north  point  of  Bowyer  Island  ; thence  run- 
ning oast  40  chains  ; thence  north  00  chains  ; thence 
west  40  chains,  more  or  less,  to  the  shore  thence 
southerly  along  the  shore  to  the  point  of  commence- 
ment ; containing  240  acres,  more  or  less. 

„ , J-  W.  SHINTAFFER. 

Vancouver,  April  14th,  1891.  allifi 
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TIMBER  LICENCES. 

N OTICK  in  hereby  given  tlmt  I intend  to  apply  to 
the  Chief  Commissioner  of  Lunds  and  Works 
30  days  after  date  for  permission  to  lease  the  following 
described  tracts  of  land,  for  timber  purposes: 

1st.  Commencing  from  post  marked  “ A.  II,'’  about 
‘20  chains  south  of  north  branch  of  main  river  running 
into  Vancouver  Bay,  Jervis  Inlet,  about  four  miles 
from  mouth  ; thence  south  100  chains  ; thence  west 
20  chains  ; thence  north  20  chains  ; thence  west  20 
chains;  thence  north  20  chains;  thence  west  20  chains; 
thence  north  20  chains  ; thence  east  40  chains  ; thence 
north  40  chains ; thence  east  20  chains  to  place  of 
commencement ; containing  320  chains,  more  or  less. 

2nd.  Commencing  from  post  marked  “A.  H.,N.  W. 
Pt.,  A.  Haslam’s  Timber  Limit,”  about  two  miles  from 
mouth  of  main  river  in  Vancouver  Bay  ; thence  east 
40  chains  ; thence  north  20  chains  ; thence  west  00 
chains;  thence  north  140  chains;  thcncc  west  40 
chains;  thence  south  00  chains;  thence  east  20  chains  ; 
thence  south  100  chains;  thence  east  40  chains  to 
place  of  commencement ; containing  560  acres,  more 
or  less. 

ap30  A.  HASLAM. 


OTICE  is  hereby  given  that  thirty  (30)  days  after 
JlN  date  I intend  to  apply  to  the  Honourable  Chief 
Commissioner  of  Lands  and  Works  to  lease  the  follow- 
ing description  of  bark  lands  in  Rentful  District : — 
Starting  at  a point  about  half  a mile  east  of  Point  No 
Point ; "thence  north  sixty  (60)  chains;  thence  east 
eighty  (80)  chains  ; thence  south  about  60  chains  to  the 
beach  ; thence  westerly  along  the  shore  eighty  (80) 
chains  to  point  of  commencement. 

FREDK.  NORRIS. 

Victoria,  B.  G. , April  23rd,  1891.  ap.30 


NOTICE  is  hereby  given  that  30  days  after  date  we 
intend  to  apply  to  the  Chief  Commissioner  of 
Lands  and  Works  for  a lease  of  the  undermentioned 
tracts  of  land  situate  in  Alberni  District ; — 

Tract  No.  1. — Commencing  at  a post  on  the  south 
side  of  Kleecoat  Lake,  about  three  miles  from  the  head 
of  the  east  arm;  thence  west  140  chains;  thence  south 
40  chains  ; thence  east  260  chains  ; thence  north  40 
chains,  more  or  less,  to  Kleecoat  Lake  ; thence  follow- 
ing the  shore  line  in  a westerly  direction  about  120 
chains  to  the  place  of  commencement — containing  1,040 
acres,  more  or  less. 

Tract  No  2. — Commencing  at  a post  opposite  Nah- 
mint  Bay,  Alberni  Canal ; thence  east  SO  chains ; 
thence  north  40  chains  ; thence  west  120  chains,  to 
the  sea  shore  ; thence  following  the  sea  shore  to  the 
place  of  commencement. 

Tract  No.  3. — Commencing  at  a post  on  the  east 
side  of  Alberni  Canal,  and  about  five  miles  from  Nah- 
mint  Bay  ; thence  east  1 60  chains  ; thence  north  40 
chains  ; thence  west  to  Alberni  Canal ; thence  south 
to  the  place  of  commencement. 

Tract  No.  4. — Commencing  at  a post  on  a bay  about 
three  miles  north  of  Nahmiut  Bay  ; thence  west  80 
chains  ; thence  north  80  chains  ; thence  east  to  Alberni 
Canal ; thence  following  the  shore  line  south  to  the 
place  of  commencement. 

JOHN  WHITE, 

T.  J.  HAMMILL. 

Victoria,  B.G.,  23rd  April,  1891.  ap‘23 

1VT OTICE  is  hereby  given  that  60  days  after  date  I 
-L 1 intend  to  apply  to  the  Chief  Commissioner  of 
Lands  and  Works  for  a license  to  cut  and  carry  away 
timber  from  the  following  tract  of  land,  situated  in  I 
the  Coast  District : — Commencing  at  a post  on  the  j 
north  shore  of  Estero  Basin  ; thence  west  160  chains  ; 
thence  south  100  chains;  thence  east  80  chains;  thence 
following  the  shore  line  to  point  of  commencement ; j 
containing  1,000  acres,  more  or  less. 

A.  C.  H.  KING.  I 
Frederick  Arm,  B.G.,  4th  April,  1891.  ap‘231 

NOTICE  is  hereby  given  that  30  days  after  date  we 
intend  to  make  application  to  the  Chief  Com- 
missioner of  Lands  and  Works  for  permission  to  lease, 
for  timbering  purposes,  the  following  described  tract 
of  land  : — Commencing  at  the  south-west  corner  of 
Lot  866,  Group  1,  New  Westminster  District ; thence 
west  160  chains  ; thence  north  160  chains  ; thence 
east  160  chains;  thence  south  160  chains  to  place  of 
■commencement. 

J.  A.  WEBSTER, 

H.  V.  EDMONDS. 

18th  April,  1891.  ap23 


TIMBER  LICENCES. 

NOTICE  is  hereby  given  that  30  days  after  date 
we  intend  making  application  to  the  Chief  Com- 
missioner of  Lands  and  Works  for  permission  to  lease, 
for  lumbering  purposes,  the  following  described  lands: 
Commencing  at  a post  planted  on  the  east  side  of  a 
river  emptying  into  Deserted  Bay,  about  3£  miles  from 
its  mouth  ; thence  east  40  chains  ; thence  north  40 
chains  ; thence  west  40  chains;  thence  south  40  chains 
to  point  of  commencement. 

Commencing  at  a post  planted  about  40  chains  north 
from  last  mentioned  claim,  the  north-east  shore  of  a 
small  lake  ; thence  north  about  80  chains  to  another 
lake  ; thence  west  50  chains  ; thence  south  80  chains  ; 
thence  east  50  chains  to  point  of  commencement. 

(’.  H.  DeBECK  & CO. 

Vancouver,  April  7th,  1891.  ap23 


N OTICE  is  hereby  given  that  at  the  expiration  of 
thirty  days  from  date  the  subscriber  intends  to 
apply  to  the  Hon.  the  Chief  Commissioner  of  Landsand 
Works  of  British  Columbia  for  permission  to  lease  for 
lumbering  purposes  the  following  tracts  of  land  situated 
in  the  Kootenay  District  : — 

Block  1.  Commencing  at  a post  on  the  west  side  of 
the  Columbia  River,  opposite  the  mouth  of  Downie 
(.'reek  ; thence  west  80  chains;  thence  south  40  chains; 
thence  west  120  chains  ; thence  south  160  chains; 
thence  west  40  chains;  thence  south  120  chains;  thence 
w'est  20  chains;  thence  south  80  chains;  thence  east 
120  chains,  more  or  less,  to  the  Columbia  River;  thence 
up  the  west  bank  of  the  Columbia  River  to  place  of 
beginning,  containing  4,000  acres,  more  or  less. 

Block  2.  Commencing  at  a post  at  the  south  east 
coiner  of  section  12,  township  4;  thence  east  40  chains; 
thence  south  80  chains;  thence  east  120  chains;  thence 
south  40  chains;  thence  east  80  chains;  thence  south  80 
chains;  thence  east  120  chains;  thence  south  40  chains; 
thence  east  80  chains;  thence  south  80  chains;  thence 
east  80  chains  ; thence  south  80  chains;  thence  east  160 
chains;  thence  north  120  chains;  thence  west  80  chains; 
thence  north  80  chains;  thence  west  120  chains;  thence 
north  80  chains;  thence  west  120  chains;  thence  north 
40ehains;  thence  west  120  chains;  thence  north  SOchains; 
thence  west  80  chains;  thence  north  80  chains;  thence 
west  120  chains;  thence  south  120  chains  to  point  of 
commencement,  containing  6,000  acres,  more  or  less. 

Block  3.  Commencing  at  a post  on  the  east  side  of 
the  Columbia  River,  between  sections  12  and  13,  town- 
ship 5;  thence  east  160  chains;  thence  north  160  chains; 
thence  east  40  chains;  thence  north  160  chains;  thence 
east  80  chains;  thence  north  160  chains;  thence  east  80 
chains;  thence  north  120  chains;  thence  east  80  chains; 
thence  north  160  chains  ; thence  east  80  chains; 
thence  north  120  chains;  thence  east  80  chains;  thence 
north  160  chains;  thence  east  80  chains;  thence 
north  240  chains;  thence  east  120  chains;  thence  north 
200  chains;  thence  west  120  chains,  more  or  less,  to  the 
Columbia  River;  following  down  the  east  bank  of  that 
river  twenty  miles,  more  or  less,  to  the  point  of  com- 
mencement, containing  15,000  acres,  more  or  less. 

Block  4.  Commencing  at  a post  on  the  west  bank  of 
the  Columbia  River,  opposite  the  north-west  corner  of 
block  3;  thence  west  240  chains;  thence  south  120 
chains;  thence  west  120  chains;  thence  south  280 
chains;  thence  west  SOchains;  thence  south  160  chains; 
thence  west  400  chains;  thence  south  320  chains;  thence 
east  20  chains;  thence  south  120  chains;  thence  west 
80  chains;  thence  south  240  chains;  thence  west  120 
chains;  thence  south  160  chains;  thence  east  160  chains, 
more  or  less,  to  the  hank  of  the  Columbia  River; 
thence  following  up  the  west  bank  of  said  river  twenty 
miles,  more  or  less,  to  the  point  of  commencement, 
and  containing  fifteen  thousand  (15,000)  acres,  more  or 
les-. 

Dated  at  Victoria,  B.C.,  April  4th,  1891. 
ap8  EZRA  W.  CLARK. 

NOTICE  is  hereby  given  that  we  have  made  appli- 
cation to  the  Chief  Commissioner  of  Lands  and 
Works  for  a license  to  cut  and  carry  away  timber 
from  the  following  described  land,  situated  in  New 
Westminster  District,  viz. : — Commencing  at  a post  on 
the  south  side  of  the  river  emptying  into  the  head  of 
Pitt  Lake,  and  about  100  yards  up  from  its  mouth  ; 
thence  north  40  chains  ; west  40  chains ; north  80 
chains  ; west  80  chains  ; south  80  chains  ; east  40 
chains  ; south  40  chains  to  shore  of  lake  ; thence  fol- 
lowing shore  to  point  of  commencement. 

BRUNETTE  SAW-MILL  CO.,  Ld. 
New  Westminster,  B.G., 

March  16  th,  1891.  mhl9 
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TIMBER  LICENCES. 


NOTICE  is  hereby  given  that  30  days  after  date  we 
intend  to  apply  to  the  Honourable  Chief  Com- 
missioner of  Lands  and  Works  for  permission  to  lease 
the  following  described  timber  lands  in  Kootenay 
District : — A tract  of  land  lying  in  the  valley  of  the 
Salmon  River,  about  three-quarters  of  a mile  north- 
east of  the  north  fork  of  that  stream,  six  miles  long 
by  one-half  mile  wide,  situate  up  the  Salmon  River  ; 
containing  about  1,920  acres. 

JOSHUA  DAVIES, 
mh  1 9 W.  P.  SAYWARD. 


NOTICE  is  hereby  given  that,  30  days  after  date,  I 
intend  to  make  application  to  the  Chief  Com- 
missioner of  Lands  and  Works  for  a license  to  cut  and 
carry  away  timber  from  the  following  described  land, 
situate  in  the  District  of  New  Westminster  : — 

Commencing  at  the  North-west  corner  of  the  Moody  - 
ville  Saw-mill  Company’s  timber  lease,  on  the  east 
side  of  Porpoise  Bay  ; thence  east  100  chains  ; thence 
north  100  chains  ; thence  west  to  shore  ; thence  along 
shore  to  place  of  commencement — containing  one 
thousand  acres,  more  or  less. 

JOHN  H.  TAYLOR. 

Vancouver,  81st  March,  1891.  ap2 


NOTICE  is  hereby  given  that  30  days  after  date  we 
intend  to  make  application  to  the  Chief  Com- 
missioner of  Lands  and  Works  for  permission  to  lease, 
for  timbering  purposes,  the  following  described  tract 
of  land  : — Commencing  at  a stake  two  miles  south  of 
Georgina  Point,  on  the  east  side  of  Mettaspinna  Inlet; 
thence  west  80  chains ; south  80  chains  ; east  40 
chains  ; south  80  chains ; east  40  chains  ; south  80 
chains  ; east  40  chains;  south  80  chains;  east  to  shore; 
thence  northerly  along  shore  to  place  of  commence- 
ment. 

VANCOUVER  MAN’F’G  & TRADING  CO.,  Ld. 
31st  March,  1891.  ap'2 


OTICE  is  hereby  given  that  30  days  after  date  I 
intend  to  make  application  to  the  Chief  Com- 
missioner of  Lands  and  Works  for  a licence  to  cut 
and  carry  away  timber  from  the  following  described 
lands,  situated  on  the  west  shore  of  the  North  Arm  of 
Burrard  Inlet : — Commencing  at  a stake  set  on  the 
shore  at  the  south  end  of  Hart’s  claim  ; thence  west 
40  chains  ; thence  south  240  chains,  more  or  less,  to 
the  north  line  of  McDonald’s  claim  ; thence  east  to 
the  shore  line ; thence  following  the  shore  line  to 
point  of  commencement. 

JAMES  ARNOLD. 

Vancouver,  B.C.,  13th  April,  1891.  apl6 


NOTICE  is  hereby  given  that  thirty  days  after  date 
we  intend  to  apply  to  the  Honourable  the  Chief 
Commissioner  of  Lands  and  Works  for  a lease  of  the 
following  described  lands  situate  in  Sayward  District ; 

No.  1.  Commencing  at  the  north-east  corner  of  the 
North  Pacific  Lumber  Co.’s  claim  at  Salmon  River  ; 
thence  north  80  chains  ; thence  west  80  chains  ; thence  j 
south  80  chains  ; thence  east  80  chains  to  the  place  of 
commencement,  containing  040  acres  more  or  less. 

No.  2.  Commencing  at  a point  20  chains  east  of  the 
north-east  corner  of  the  Victoria  Lumber  Company’s 
claim  near  Bear  Mountain  ; thence  north  80  chains  ; 
thence  east  80  chains  ; thence  south  80  chains  ; thence 
west  80  chains  to  the  place  of  commencement,  con- 
taining 640  acres,  more  or  less. 

No.  3.  Commencing  ata  post  on  the  eastern  boundary 
of  the  Victoria  Lumber  Company’.,  claim  at  Salmon 
River,  and  about  00  chains  north  of  the  head  of  Nar- 
row Lake  ; thence  east  40  chains  ; thence  south  40 
chains;  thence  east  40  chains;  thence  north  100  chains; 
thence  west  80  chains  ; thence  south  120  chains  to  the 
place  of  commencement;  containing  1 , 1 20  acres,  more 
or  less. 

No.  4.  Commencing  at  a point  about  25  chains  east 
of  the  intersection  of  the  southern  boundary  line  of  the 
Victoria  Lumber  Company’s  claim  and  the  Salmon 
River ; thence  south  80  chains  to  the  Royal  City 
Planing  Mills  Company’s  claim ; thence  west  120 
chains  ; thence  north  140  chains  to  the  Victoria  Lum- 
ber Company’s  claim;  thence  east  20  chains  ; thence 
south  20  chains  ; thence  east  40  chains  : thence  south 
40  chains ; thence  east  60  chains  to  the  place  of 
commencement;  containing  1,240  acres,  more  or  less. 

JOHN  DAVIDSON, 

J.  A.  ST  RATHE  Y. 

Victoria,  B.O.,  23rd  April,  1891.  ap23 


TIMBER  LICENSES. 


NOTICE  is  hereby  given  that  30  days  after  date 
the  Canadian  Pacific  Timber  and  Lumbering 
Company,  Limited  Liability,  intend  to  make  applica- 
tion to  the  Chief  Commissioner  of  Lands  and  Works 
for  permission  to  lease,  for  lumbering  purposes,  the 
following  described  tract  of  land,  situate  in  Coast 
District,  Province  of  British  Columbia : — Commencing 
at  a stake  planted  on  the  north  shore  of  Bradley 
Lagoon,  and  at  the  west  side  of  the  North  Arm  of  said 
Lagoon  ; thence  east  across  the  said  North  Arm  and 
along  the  north  shore  of  the  said  Lagoon  one  mile  ; 
thence  northerly  parallel  with  the  general  course  of  said 
North  Arm  five  miles  ; thence  west  five  miles;  thence 
southerly  parallel  with  the  eastern  limit  five  miles, 
more  or  less,  to  the  north  shore  of  said  Lagoon  ; and 
thence  easterly  along  said  north  shore  four  miles, 
more  or  less,  to  place  of  commencement ; containing 
30,000  acres,  more  or  less. 

Dated  April  7th,  1891. 

CAN.  PAC.  TIMBER  & LUMBERING  CO., 
(Limited  Liability), 

Per  Andrew  McLaughlin, 
apl6  Manager. 


GOLD  COMMISSIONERS’  NOTICES. 


EAST  KOOTENAY. 


\ LL  MINING  CLAIMS,  other  than  Mineral 
-TV  Locations,  legally  held  in  this  District  under 
the  “ Mineral  Act,  1S84,”  and  amendments,  may  be 
laid  over  from  the  15th  day  of  October  till  the  1st  day 
of  June  next,  1891,  subject  to  the  provisions  of  the 
said  Act  and  amendments. 

A.  P.  CUMMINS, 

Gold  Commissioner. 

Donald,  East  Kootenay, 

September  29tli,  1890.  oc2' 


KAMLOOPS,  YALE,  AND  SIMILIvAMEEN 
DIVISIONS  OF  YALE  DISTRICT. 

ON  AND  AFTER  this  date  all  gold  mining  claims, 
other  than  mineral  locations,  legally  held  in  the 
Kamloops,  Yale  and  Similkameen  Divisions  of  Yale 
D strict,  have  been  and  are  hereby  laid  over  from  the 
15th  day  of  October  instant  to  the  1st  day  of  May, 
1891,  subject  to  the  provisions  of  the  “Mineral  Act.” 
FREDERICK  HUSSEY, 

Gold  Commissioner. 

Kamloops,  15th  October,  1S90.  oc23 


WEST  KOOTENAY  DISTRICT. 

ALL  ALLUVIAL  MINERAL  CLAIMS  situated 
in  the  West  Kootenay  District  will  be  laid  over 
from  the  first  day  of  October  to  the  first  day  of  June 
ensuing,  subject  to  the  provisions  of  the  Mineral  Act 
in  force. 

G.  C.  TUNSTALL, 

Gold  Commissioner. 

Revelstokc, {September  20th,  1S90.  oc30 


CARIBOO  DISTRICT. 

ON  AND  AFTER  the  1st  November  next  all 
alluvial  mining  claims  in  the  Cariboo  District 
may  be  laid  over  till  the  1st  day  of  June,  1S91,  sub- 
ject to  the  provisions  of  the  “Mineral  Act,  1884,” 
and  amendments  thereto. 

JOHN  BOWRON, 

Gold  Commissioner. 

Richfield,  25th  September,  1890.  oc2 


OSOYOOS  DIVISION  OF  YALE  DISTRICT. 


A LL  MINING  CLAIMS,  other  than  Mineral 
XV  Locations,  legally  held  in  this  District  under 
the  “ Mineral  Act,  1884,”  and  amendments,  may  be 
laid  over  from  the  1st  November  next  till  the  1st  day 
of  June,  1891,  subject  to  the  provisions  of  the  said 
Act  and  amendments. 

WALTER  DEWDNEY, 

;0.  C.  and  S.  M. 

Vernon,  23rd  October,  1890.  oc30 
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GOLD  COMMISSIONERS’  NOTICES. 

MISCELLANEOUS. 

CASSIA  R DISTRICT. 

/ \N  and  after  t lie  1st  of  October  next  all  Mining 
v * Claims  in  tlio  District  of  Cassiar  may  tie  laid  over 
until  the  15th  of  June,  1891. 

CORNELIUS  BOOTH, 

< /old  Commissioner. 

Laketon , ISi'l  September,  1S90.  oclfi 

Re  NEW  WESTMINSTER  AND  VANCOUVER 
SHORT  LINE  RAILWAY  COMPANY. 

VT ( )TICE  is  hereby  given  that  a second  call  of  five 
per  cent,  of  the  subscribed  stock  of  the  above 
Company  will  be  due  and  payable  at  the  Bank  of 
British  Columbia,  New  Westminster,  on  or  before  the 
13th  day  of  May  next. 

T.  J.  TRAPP, 

Secretary. 

New  Westminster,  April  18th,  1891.  apl6 

JVT  OTICE  is  hereby  given  that  the  “ Dorf  ” Mineral 
Til  Claim,  situated  on  the  easterly  shore  of  the 
North  Arm  of  Burrard  Inlet,  in  the  District  of  New 
Westminster,  has  been  and  is  hereby  laid  over  for  six 
months  from  the  date  hereof,  as  provided  by  section  9 
of  the  “Mineral  Amendment  Act,  1889.” 

C.  WARWICK, 

Mining  Recorder. 

New  Westminster,  18th  October,  1890.  oc.'iO 

1VT OTICE  is  hereby  given  that  at  the  expiration  of 
il  two  months  from  the  date  hereof  I intend  to 
apply  to  the  Law  Society  of  British  Columbia  to  be 
admitted  a Solicitor  of  the  Supreme  Court  of  the  said 
Province,  under  the  provisions  of  the  “Legal  Profes- 
sions Amendment  Act,  1890.” 

Dated  this  20th  day  of  February,  1891. 

A.  PHILIP  PEACOCK. 

Victoria,  B.  C.,  Feb.  26th,  1891.  fe26 

MISCELLANEOUS. 

AT  OTICE  is  hereby  given  that  two  months  after  date 
jLN  I intend  to  apply  to  the  Law  Society  of  British 
Columbia  for  call  to  the  Bar  and  admission  as  a 
solicitor. 

Dated  21st  April,  1891. 

ap30  R.  H.  PRINGLE. 

MUNICIPALITY  OF  MAPLE  RIDGE. 

jj  HEREBY  give  notice  that  the  Court  of  Revision 
1 for  this  Corporation  will  be  held  in  the  Town 
Hall,  Maple  Ridge,  on  Saturday,  May  2nd,  at  10 
o’clock  a.m.  If  you  deem  yourself  overcharged,  or 
otherwise  improperly  assessed,  you  or  your  agent  may 
notify  me  in  writing  on  or  before  above  date,  and 
your  complaint  shall  be  tried,  in  conformity  with  the 
provisions  of  the  Statutes, by  the  Court  of  Revision  of 
the  Municipality  of  Maple  Ridge. 

E.  J.  BUCK, 

C.M.C. 

Haney,  March  12th,  1891.  mb  19 

A1  OTICE  is  hereby  given  that  30  days  after  date  we 
_LN  intend  to  apply  to  the  Honourable  the  Chief 
Commissioner  of  Lands  and  Works  for  permission  to 
lease,  for  fishing  purposes,  an  island  containing  about 
60  acres,  more  or  less,  situated  at  the  mouth  of  Hux- 
tal  River  between  the  British  American  Packing  Com- 
pany on  one  side  and  the  Balmoral  Canning  Company 
on  the  other  side 

FRANK  RYSTEDT, 
HERMAN  BRANTLECHT. 

Port  Essington , 20th  March,  1891.  ap30 

“LAND  REGISTRY  ACT.” 

Lot  2,  Group  II.,  Yale-Lytton  District. 

\ CERTIFICATE  of  Indefeasible  Title  to  the 
A above  will  be  issued  to  William  James  Roper 
on  the  2nd  day  of  May,  1891,  unless  in  the  meantime 
a valid  objection  thereto  be  made  to  me,  in  writing, 
by  some  person  claiming  an  estate  or  interest  therein, 
or  any  part  thereof. 

C.  J.  LEG  GATT, 

Registrar-0  eneral. 

Land  Registry  Office,  Victoria, 

28tli  January,  1891.  ja29 

WE  HEREBY  GIVE  NOTICE  that,  after  30  days', 
VV  we  intend  to  apply  to  the  Commissioner  of 
Lands  and  Works  for  permission  to  have  the  highway 
known  as  North  Thompson  continue  along  base  of 
mountain,  and  connect  with  Tranquille  highway  on 
western  boundary  of  Lot  257,  thence  to  ferry  landing. 

J.  B.  McQUEEN, 
JOHN  WILSON, 
JOHN  TAIT. 

Kamloops,  April  27th,  1891.  ap30 

JVT OTICE  is  hereby  given  that,  after  the  expiration 
JLl  of  two  months  from  date,  I intend  to  make 
application  to  the  Law  Society  of  British  Columbia  for 
call  to  the  Bar  of  Her  Majesty’s  Courts  in  British 
Columbia,  and  also  for  admission  as  a Solicitor  of  the 
Supreme  Court  of  British  Columbia. 

W.  J.  BOWSER. 

Vancouver,  April  13th,  1891. 

SURREY  COURT  OF  REVISION. 

JVT OTICE  is  hereby  given  that  the  Court  of  Revision 
JL>  for  the  Corporation  of  Surrey  will  be  held  at 
the  Town  Hall,  on  the  18th  day  of  May,  1891. 

EDMUND  T.  WADE, 

C.  M.  C. 

Surrey  Centre,  April  14th,  1891.  ap30 

NOTICE. 

TITHE  following  were  elected  Benchers  of  the  Law 
X Society  of  British  Columbia  for  the  ensuing  term: 
The  Hon.  A.  N.  Richards,  Q.  C.,  James  Stewart  Yates, 
Esq.,  D.  M.  Eberts,  Esq.,  Hon.  C.  E.  Pooley,  Q.  C., 
Eustace  Jenns,  Esq.,  J.  G.  McPhillips,  Esq.,  Thox-nton 
Fell,  Esq. 

J.  P.  WALLS, 

Secretary. 

80th  March,  1891.  ap2 

DELTA  COURT  OF  REVISION. 

~VT  OTICE  is  hereby  given  that  a Court  of  Revision 
JlAI  for  the  Corporation  of  Delta  will  be  held  in  the 
Delta  Town  Hall,  on  Saturday,  the  6th  day  of  June, 
at  the  hour  of  10  o’clock  in  the  forenoon. 

Wm.  McKEE, 

C.  M.  C. 

Ladner's,  April  29th,  1891.  ap30 

IVd  OTICE  is  hereby  given  that  I intend  to  apply  for 
TN  a license  to  prospect  for  coal  on  land  situated 
about  9 miles  south  of  Princeton,  and  near  the  Hope 
and  Similkameen  trail: — Commencing  at  a post  marked 
“S.  W.  corner  post  of  G.  T.  Legg’s  claim,”  and  run- 
ning east  80  chains  ; thence  north  60  chains  ; thence 
west  SO  chains  ; thence  south  60  chains  to  point  of 
commencement ; containing  480  acres,  as  per  plan. 

G . T.  LEGG. 

Vancouver,  B.C.,  April  9th,  1891.  apl6 

TVT OTICE  is  hereby  given  that  George  DeWolf  has 
JaI  filed  with  me  an  application  for  Crown  Grant 
for  his  Mineral  Location,  situated  on  Mount  Stephen, 
in  the  District  of  East  Kootenay,  known  as  the 
“Monarch.”  Adverse  applicants,  if  any,  are  required 
to  send  in  their  objections  to  me  within  sixty  days 
from  this  date. 

A.  P.  CUMMINS, 

Government  Agent,  East  Kootenay,  B.  C. 

Donald,  March  2nd,  1891.  mh5 

| HEREBY  give  notice  that  I have  applied  to  the 
1 Benchers  of  the  Law  Society  of  British  Columbia 
for  call  to  the  Bar  of  British  Columbia  and  for  admis- 
sion as  a Solicitor  of  the  Supreme  Court  of  the  said 
Province,  subject  to  the  provisions  of  the  “Legal 
Professions  Act,”  and  the  Act  amending  the  same. 

ARTHUR  GORDON  SMITH 

Victoria,  B.  C., 

20th  day  of  March,  A.D.  1891.  mh26 

RICHMOND  COURT  OF  REVISION. 

TITHE  Council  will  sit  as  a Court  of  Revision  to  hear 
X complaints  (if  any)  against  the  assessment  for 
1891  on  Saturday  the  9th  day  of  May  next,  at  the 
hour  of  one  o’clock,  p.m. 

O.  D.  SWEET, 

ap22  C.  M.  C. 
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MISCELLANEOUS. 


Esquimalt  and  Nanaimo  Railway  Co- 


LAND  DEPARTMENT. 


Notice  to  Claimants. 


NOTICE  is  hereby  given  that  the  under-mentioned 
tracts  of  land  m the  Districts  of  Alberni, 
Nanoose,  Wellington,  Cowichan  Lake  and  Bright  have 
been  surveyed,  and  a plan  of  the  same  can  be  seen  at 
the  office  of  the  Company,  Victoria. 

Alberni  District. 

George  A.  Smith  and  Walter  Stirling,  application 
to  purchase  11th  December,  1888.  Lot  No.  141. 

Frederick  Passingham  Saunders,  Pre-emption  Record 
No.  567,  4th  April,  18S7.  Lot  No.  140. 

Nanoose  District. 

Robert  Kilpatrick,  Pre-emption  Record  No.  645,  5th 
October,  1887.  Lot  No.  79. 

Wellington  District. 

James  Michelson,  Pre-emption  Record  No.  229,  3rd 
March,  1885.  Lot  No.  39. 

Joseph  Phrys  Planta,  Pre-emption  Record  No.  643, 
3rd  October,  1887.  Lot  No.  29. 

Cowichan  Lake  District. 

William  Sw'enerton,  Pre-emption  Record  No.  362, 
17th  January,  1887.  Lot  No.  27. 

Abraham  Green,  Pre-emption  Record  No.  14,  25th 
July,  1887.  Lot  No.  31. 

Henry  Croft,  application  to  purchase  1st  December, 
1890.  Lot  No.  32. 

Bright  District. 

Leonard  Hassell  Wyld,  Pre-emption  Record  No. 
54S,  8th  February,  1887.  Lot  No.  6. 

Persons  having  adverse  claims  to  any  portion  of  the 
above-mentioned  land  must  file  a statement  of  the 
same  with  the  Commissioner  within  60  days  from  the 
date  of  this  notice. 

JOHN  TRUTCH, 

Land  Commissioner,  E.  & N.  It.  Co. 
Victoria,  23rd  April,  1891.  ap23 


MISCELLANEOUS. 


“LAND  REGISTRY  ACT.” 

Lot  9,  Block  76 ; Lots  375  and  845  and  Section 
9,  Spring  Ridge,  in  the  City  of  Victoria. 

CERTIFICATES  of  Indefeasible  Title  to  the  above 
property  will  be  issued  to  William  Parsons  Say- 
ward  on  the  10th  day  of  July,  1S91,  unless  in  the 
meantime  a valid  objection  thereto  be  made  to  the 
Registrar-General,  in  writing,  by  some  person  claim- 
ing an  estate  or  interest  in  said  property,  or  some  part 
thereof. 

C.  J.  LEGGATT, 

Registrar- General 

Land  Registry  Office,  Victoria, 

8th  April,  1891.  p9 


NOTICE. 

In  the  Matter  of  the  Estate  of  Angelo  Pendola, 
Deceased. 

ALL  PERSONS  having  claims  against  the  estate 
of  the  deceased  are  hereby  notified  to  send  in 
the  same  forthwith  to  the  undersigned. 

Dated  the  8th  day  of  April,  A.  D.  1891, 

CHARLES  WILSON, 

Solicitor  for  the  Administratrix, 
ap9  No.  6 Broughton  St. , Victoria,  B.  O. 


NOTICE  is  hereby  given  that  I intend  to  apply  for 
a license  to  prospect  for  coal  on  land  situated 
about  6J  miles  south  of  Princeton,  and  near  the  Hope 
and  Similkameen  trail: — Commencing  at  a post  marked 
“S.W.  corner  post  of  Alfred  R.  Fingland’s  claim,” 
and  running  east  80  chains  ; thence  north  60  chains  ; 
thence  west  80  chains  ; thence  south  60  chaius  to  point 
of  commencement  ; containing  480  acres,  as  per  plan. 

ALFRED  R FINGLAND. 
Vancouver,  B.C.,  April  9th,  1891.  ap!6 


ASSIGNMENT  FOR  THE  BENEFIT  OF 
CREDITORS. 


NOTICE  is  hereby  given  that  I intend  to  apply  foi 
a license  to  prospect  for  coal  on  land  situated 
about  six  miles  south  of  Princeton,  and  near  the  Hope 
and  Similkameen  trail: — Commencing  at  a post  marked 
“S.W.  corner  post  of  Angus  Galbraith’s  claim,”  and 
running  east  80  chains;  thence  north  60  chains;  thence 
west  80  chains  ; thence  south  60  chains  to  point  oi 
commencement ; containing  480  acres,  as  per  plan. 

ANGUS  GALBRAITH. 

Victoria,  B.C.,  April  9th,  1891.  aplfi 


NOTICE  is  hereby  given  that  I intend  to  apply  for 
a license  to  prospect  for  coal  on  lands  situated 
about  7^  miles  south  of  Princeton,  and  near  the  Hope 
and  Similkameen  trail:— Commencing  at  a post  marked 
“S.W.  corner  post  of  J.  M.  Buxton’s  claim,”  and 
running  east  80  chains;  thence  north  60  chains;  thence! 
west  80  chains;  thence  south  60  chains  to  point  of 
commencement ; containing  480  acres,  as  per  plan. 

J.  M.  BUXTON,  i 
Vancouver,  B.O.,  April  9th,  1891.  apl6 


\j  0 1 ICE  is  hereby  given  that  I intend  to  apply  for 
a-  ’ a license  to  prospect  for  coal  on  land  situated 
about  8.1  miles  south  of  Princeton,  and  near  the  Hope 
and  Similkameen  trail: — Commencing  at  a post  marked 
“S.W.  corner  post  of  S.  H.  Buxton’s  claim,”  and 
running  cast  80  chains;  thence  north  60  chains;  thence 
west  80  chains  ; thence  south  60  chains  to  point  of 
commencement ; containing  480  acres,  as  per  plan 

S.  H.  BUXTON. 

Vancouver,  B.C.,  April  9th,  1891.  apl6 


N 01  ICE  is  hereby  given  that  1 intend  to  apply  fo 
a license  to  prospect  for  coal  on  land  situate 
about  51  miles  south  of  Princeton,  and  near  the  Hop 
nnd  Similkameen  trail : -Commencing  at  a post  tnarko' 
S.W.  corner  post  of  E.  Mahon’s  claim,”  and  runnin 
east  80  chains  ; thence  north  60  chains  ; thence  we.s 
80  chains  ; thence  south  60  chains  to  point  of  com 
mencoment  ; containing  480  acres,  as  per  plan. 

..  „ „ , E.  MAHON. 

Vancouver,  B.C.,  April  9th,  1891.  apl 


Re  RICHARD  KEELER. 


NOTICE  is  hereby  given  that  by  an  Indenture  dated 
and  executed  on  the  26th  day  of  March,  1891, 
and  made  between  Richard  Keeler,  of  Esquimalt, 
Grocer,  of  the  first  part,  and  Jacob  Hunter  Todd,  of 
the  City  of  Victoria,  Merchant,  and  Henry  Saunders, 
of  the  same  place,  provision  merchant,  of  the  second 
part,  the  said  Richard  Keeler  did  grant,  convey  and 
assign  all  his  real  and  personal  property  in  British 
Columbia,  except  as  therein  mentioned,  unto  the  said 
Jacob  Hunter  Todd  and  Henry  Saunders,  upon  trust 
for  the  benefit  of  the  creditors  of  the  said  Richard 
Keeler. 

Dated  28th  March,  1891. 

CHARLES  E.  POOLEY, 
ap2  Solicitor  for  the  Trustees. 


VT  OTICE  is  hereby  given  that  after  the  expiration 
of  two  months  from  date  I intend  to  make 
application  to  the  Law  Society  of  British  Columbia  for 
call  to  the  Bar  of  Her  Majesty’s  Courts  in  British 
Columbia,  and  also  for  admission  as  a Solicitor  of  the 
Supreme  Court  of  British  Columbia. 

Dated  this  13th  day  of  April,  1891. 
apl 6 WILLIAM  DUNSMORE. 

“LAND  REGISTRY  ACT.” 


Lot  18  in  the  City  of  Victoria. 


A CERTIFICATE  of  Indefeasible  Title  to  the 
above  Lot  will  be  issued  to  William  Wilson  on 
the  24th  day  of  July,  1891,  unless  in  the  meantime  a 
valid  objection  thereto  be  made  to  me,  in  writing,  by 
some  person  claiming  an  estate  or  interest  therein,  or 
any  part  thereof. 

C.  J.  LEGGATT, 

Registrar-General. 

Land  Registry  Office,  Victoria, 

lUth  April,  1891.  ap23 


VICTORIA,  R.  0. : Printed  bv  Ricuard  Wolkknden,  Printer  to 
the  Queen’s  Most  Excellent  Majesty. 


